Electronics 


Picking the right potentiometer: page 78 
Special report on unijunction transistors: page 87 
The new discipline of biotelemetry: page 111 


June 14,1965 
75 Cents 

A McGraw-Hill Publication 

Below: one unijunction transistor 
switches four scr's, page 87 




A Solid-State lOO-Mc Digital Frequency Meter for $1995 

... with direct counting over the entire dc to 100-Mc Range 


This is a complete digital frequency meter with fea¬ 
tures you’d expect to find only in much more expensive 
units. Adjustable input sensitivity and trigger-level 
control ensure maximum measurement accuracy with 
any waveform, from sine wave to random pulse train. 
In-line readout is bright and sharp — decimal point, 
units, and spill indication (when count exceeds register 
capacity) are presented automatically. The counter is 
easy to use; direct-counting methods, rather than 
heterodyning, make frequency measurement an auto¬ 
matic operation over the entire range. A second model, 
the Type 1144-AP, is available with data output for 
printer or D/A converter. 



A 500-Mc Frequency Meter 
with High Sensitivity and Selectivity 

Sensitivity is better than 10 mV from 100 kc/s to 500 Mc/s, better 
than 100 mV from dc to 100 kc/s... choice of narrow-band or wide¬ 
band operation. 

Type 1143-A Frequency Measuring Assembly, $3090, includes: 

Type 1153-A 10-Mc Digital Frequency Meter, 

Type 1133-A 500-Mc Frequency Converter, 

time-base frequency multiplier, and all interconnecting cables. 


The Type 1144-A Digital Frequency Meter is a com¬ 
bination of two new instruments: a decade scaler and a 
10-Mc counter. The Type 1156-A Decade Scaler divides 
the unknown frequency, providing an output signal 
whose frequency is exactly one-tenth the unknown fre¬ 
quency. The Type 1153-A Digital Frequency Meter 
measures the frequency of this signal and displays the 
value on a five-digit bank of indicators. Choice of four 
gate times allows eight-figure resolution at the low cost 
of a five-digit counter. 

Since both the counter and the Decade Scaler are self- 
sufficient instruments, they can be used to advantage in 
other measurements — the scaler as a precision 10:1 
frequency divider, the counter as a complete 10-Mc 
digital frequency meter. 


INPUT: dc to 100 Mc/s 
Sensitivity: (switch selected) 0.1, 0.2, 
0.5, and 1.0 Volt, peak-to-peak at 
50S2, 1.0 Volt at 500u. 


TIME BASE: 

Frequency: 100 kc/s from room tem¬ 
perature crystal oscillator — no 
warmup required. 


Maximum Input: 20 times sensitivity, or 
Vi watt, whichever is smaller. 
Impedance: 5012 or 50012 (switch se¬ 
lected). 

VSWR: U max at 100 Mc/s (5012). 
Reflection: 10 % max with 0.4ns step 
(5012). 


Temperature Effects: less than 6 ppm, 0° 
to 50°C ambient. 

Temperature Coefficient: =h0.1 ppm 

per °C, 20° to 30°C ambient. 

Aging: Less than 0.1 ppm per week. 
GATE: (Counting Times) 0.01 sec, 
0.1 sec, 1.0 sec and 10. sec. 


ACCURACY: For 1153-A Digital Fre DISPLAY TIMES: 0.16 sec to 10.24 sec 
quency Meter, ±1 count ±time-base in binary sequence, plus “hold” 
accuracy. position. 

DATA OUTPUT: 10-line for each decade 


PRICE: Type 1144-A 100-Mc Digital Frequency Meter... complete . . . $1995. 
Type 1144-AP, same as above, but with data output. .. $2050. 

Type 1153-A 10-Mc Digital Frequency Meter... $1495. 

Type 1156-A Decade Scaler... $490. 


Prices shown apply in U.S.A. 


IN CANADA: Toronto 247-2171. Montreal (mi. Royal) 737-3673 
IN EUROPE: Zurich, Switzerland - London. England 



GENERAL RADIO COMPANY 

WEST CONCORD, MASSACHUSETTS 

BOSTON NEW YORK, N.Y., 964-2722 CHICAGO PHILADELPHIA WASHINGTON, D.C. SYRACUSE DALLAS SAN FRANCISCO LOS ANGELES ORLANDO, FLA. CLEVELAND 

(W. Concord) 646-0550 (Ridgefield, N. J.) 943-3140 (Oak Park) 848-9400 (Ft. Washington) 646-8030 (Rockville. Md.) 946-1600 454-9323 FL 7-4031 (Los Altos) 948-8233 469-6201 425 4671 886-0150 
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BREADBOARD 

with this solid stats opsrationai amplifier 



Use the DY-2460A as an active element of your newly designed circuits... 
AMPLIFIER ■ SUMMER ■ HIGH IMPEDANCE ISOLA TOR ■ INTEGRATOR ■ INVERTER 


Check out new design concepts and ideas in a hurry 
with the DY-2460A DC Amplifier as a circuit element. 
This wideband, solid state instrument is ready-made for 
a wide variety of circuit applications which will save 
you time and effort. 

The low-cost DY-2460A is designed for general pur¬ 
pose use. Amplitude and phase response are properly 
controlled beyond unity gain to permit a variety of 
feedback networks. A self-contained power supply in 
each instrument provides highest isolation when operat¬ 
ing a group of amplifiers at different potentials. A non- 
synchronous photoconductive chopper eliminates all 
effects of ac pickup. 

Plug-in design of the 2460A increases its versatility. A 
patch unit plug-in brings input, output, summing point 
and feedback circuit to the front panel; other plug-ins 


provide switchable gains in steps from 1 through 1000, 
vernier adjustment through 11,000, and a high-accuracy 
plus-one configuration with greater than 10 10 ohms 
input resistance. 

The 2460A will supply an output of ± 10 v peak at 
10 ma. Zero drift is less than 1 /jlv per week, noise less 
than 4 /iv peak to peak. 

Ask your Dymec/Hewlett-Packard field engineer for all 
the details on how the DY-2460A can make your bread¬ 
boarding easier. 

Price*. DY-2460A Amplifier, $445. DY-2461A-M1 Data 
Systems Plug-in, $85; DY-2461A-M2 Bench-use Plug-in, 
$125; DY-2461A-M3 Patch Unit Plug-in, $75; DY-2461 A- 
M4 Plus-one Gain Plug-in, $35. 

Data subject to change without notice. Prices f.o.b. factory. 


V^/l/7 




A DIVISION OF HEWLETT-PACKARD COMPANY 
DEPT. E-6. 395 PAGE MILL ROAD, PALO ALTO, CALIF. 


PHONE (415) 326-1755 TWX 415-492-9363 90 47 
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General Purpose Counter—only $1075! 


New compact, solid-state, 2 me electronic counter 

Here's the new Hewlett-Packard Model 3734A Counter—only 8" wide 
and 6" high—ideal for bench use, yet easily rack mounted (with 
room for another modular hp instrument in a standard rack width). 


Measure frequency-2 cps to 2 me 
Measure period and multiple period average 
Measure frequency ratio and multiple ratio 
Measure time interval 
Make cumulative measurements 


With five-digit in-line readout, the 3734A displays any 
of these measurements in clear, easily read numerals. 
High sensitivity and a one-megohm input impedance assure 
accurate measurement of signals as low as 100 mv rms. 
The decimal is automatically positioned. 

The internal time base is a stable 100 kc oscillator—an 
external time base may be used if desired. 

Display storage provides a continuous display of the 
most recent measurement, changing only when the count 
actually changes; a display control, adjustable 0.2 to 5 
seconds, can be used to set the period of time between 
the end of one count and the start of the next. A reset 
disable function permits cumulative measurements. 


Front-panel pushbuttons provide convenient manual 
control in time interval mode—for electrical operation 
there are separate start-stop inputs on the rear panel. 

The size of the counter and a tilt stand provided for 
easy viewing make it ideal for bench use. At only 12Vfe 
pounds, it is excellent for portable applications. Price: hp 
3734A, $1075*. 

Ask your Hewlett-Packard field engineer for a demon¬ 
stration, or write for complete information to Hewlett- 
Packard, Palo Alto, California 94304, Tel. (415) 326-7000; 
Europe: 54 Route des Acacias, Geneva; Canada: 8270 
Mayrand Street, Montreal. 

Data subject to change without notice. * Price in U.S.A. f.o.b. Palo Alto, 
California. For price in other countries, call your local hp sales office. 


HEWLETT dip] PACKARD 
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An extra measure of quality 
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Technical articles 


Components 78 Picking the right potentiometer 

Comparison of characteristics of four kinds of pots 
helps engineers choose the right one 
L. Thomas Peart, Beckman Instruments, Inc. 


Circuit design 84 Designer’s casebook 

Detector circuit measures phase and amplitude; 
Triangle generator adjusts output slopes and peaks 

Solid state 87 Special report: the unijunction transistor (cover) 

New interest in the unijunction transistor 

Device finds new applications from ball park 

scoreboards to missiles 

Jerome Eimbinder, Solid state editor 


93 Now, new unijunction geometries 

Two new types are compared with the older 
bar structure and alloy junction 
Lowell Clark, Motorola, Inc. 

98 Unijunction device gets high marks for reliability 

Study of life tests indicate failure rate of less 
than 0.01% per thousand hours 
T. Peter Sylvan, General Electric Co. 

105 Quick-on-the-trigger design 

Unijunction transistor simplifies design of a 
variety of delay, flasher and sensing circuits 
Dwight V. Jones, General Electric Co. 


Medical electronics 111 Bioengineering: a new discipline 

Life scientists turn to electronics in their quest 
for more information about the body. Part I of a 
two-part series 

W.H. Ko and L.E. Slater, Case Institute of Technology 
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Patent fights 

To the Editor: 

The Common Market countries 
are considering, but have not 
adopted, the deferred examination 
system for patents [Electronics, 
May 3, p. 105]. 

As many of your readers know, 
statistics based on samples are 
worthless without information on 
how the sample was chosen. Statis¬ 
tics based upon a nonrandom sam¬ 
ple are particularly dangerous and 
very seldom can be used to predict 
the properties of the group from 
which the sample was chosen. 
“Legal challenges on patent rulings 
are already 60% to 70% success- 
fur* is such a statistic. 

The Patent Office is currently 
issuing approximately 50,000 pat¬ 
ents per year. A statistically insig¬ 
nificant portion of these are ever 
challenged in the courts. Such pat¬ 
ents are chosen because of their 
value to the litigants and because 
validity or infringement is doubtful. 
If attorneys were better predictors 
of court decisions, the statistical 
result would be that in patent liti¬ 
gation, as in any other litigation, 
plaintiffs and defendants would 
each win half the time. 

F. Eugene Davis IV 
Stamford, Conn. 


Clean soldering 

To the Editor: 

In the article “Dip Soldering in 
Miniature—a New Way to Assem¬ 
ble Modules** [May 31, p. 94]. the 
author has overlooked one impor¬ 
tant point—cleanliness. The pri¬ 
mary purpose of using a thoroughly 
cleaned soldering iron tip, and feed¬ 
ing fresh solder to the junction of 
iron and work, is to prevent carry¬ 
ing crystallized solder and oxides 
to the work. The NASA School for 
Reliable Electrical Connections has 
found that a large portion of stu¬ 
dent work rejects are directly re¬ 
lated to contamination from an 
improperly cleaned soldering iron. 

His proposal that enough solder 
be placed on the iron tip to per¬ 
form several operations is at vari¬ 
ance with MSFC-PROC-158B, and 
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Another Industry First! 


NOW...THE NEWEST DUET* TRANSISTOR 

IS A TWIN IN A FLAT PACK! 



Sprague leads again with 
two dual-emitter chopper 
transistors in one flat-pack 
case, with tight V 0ff match¬ 
ing of both devices 


CHiCK Wise Kty PARAHtUAS 

Type No. 

Veeo 

Veco 

|Vo A-B 

3N112 

30V 

30V 

20mV 

3N113 

50V 

50V 

20P-V 


Standard TO-18 case Duet*Transistors...the broadest line of dual-emitter choppers 


, Type No. 

bv eeo 

Vo t 

[f b Type No. 

BVeto 

v ° u 

1 b Type No. 

bv eeo 

v Q id] 

lb Type No. 

bv eeo 

Vo 

3N90 

30V 

50/iV 

3N94 

50V 

100 mV 

[ 3N110 

30V 

30^V | 

3N116 

12V 

200mV 

3N91 

30V 

100 mV 

3N95 

50V 

200 /a V 

3N111 

30V 

150mV 1 

3N117 

20V 

50 mV 

3N92 

30V 

200mV 

3N108 

50V 

30/i V 

3N114 

12V 

50mV 

3N118 

20V 

ioo mV 

3N93 

50V 

50/iV 

3N109 

50V 

150/xV 

| 3N115 

12V 

100mV II 

3N119 

20V 

200MV 

^TRADEMARK 





For complete information, write to Technical 
Literature Service , Sprague Electric Company, 
35 Marshall Streep North Adams, Mass. 01248 


S PR AG U E CO 


TRANSISTORS 

CAPACITORS 

RESISTORS 

INTEGRATED CIRCUITS 
THIN-FILM MICROCIRCUITS 

4SS-5128 R1 


PULSE TRANSFORMERS 
INTERFERENCE FILTERS 
PULSE-FORMING NETWORKS 
TOROIDAL INDUCTORS 
ELECTRIC WAVE FILTERS 


MPONENTS 


CERAMIC BASE PRINTED NETWORKS 
PACKAGED COMPONENT ASSEMBLIES 
BOBBIN and TAPE WOUND MAGNETIC CORES 
SILICON RECTIFIER GATE CONTROLS 
FUNCTIONAL DIGITAL CIRCUITS 



'Sprague' and ’(2)* are registered trademarks of the Sprague Electric Co. 
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1. How would I keep a capacitor charged 
for up to 20 years? 

2. Is it really possible to pack 150 volts/ 
cu. in. into a battery? 

3. Where can I get a solid electrolyte bat¬ 
tery whose mass and center of gravity 
will not change with time or use? 

4. Can I find a battery which will endure 
short circuits (for hours) and recover 
to its original open circuit voltage 
within seconds? 

5. Is it possible to obtain high voltage 
batteries in almost any configuration? 

6. Where can I find a battery which will 
behave like this . . . 





> 1.00 
-J 
< 
z 

5 0 75 






















s 0123456769 10 

“ TIME IN THOUSANDS OF HOURS 

Single Cell Current Drain at 25 C 10 MSI 
Load, 0.1 /zA Approximate Current Drain. 


. . . and which has a total available 

charge of 1500 microampere-hours or 

5 coulombs per cell? 

The answers to these questions are: 

1. Using Sprague Solid Electrolyte 
Batteries. 

2. Yes indeed! 

3. Sprague Electric* 

4. Yes. 

5. Yes. 

6. Sprague Electric. For complete tech¬ 
nical data, write for Engineering 
Bulletin 11,101 to Technical Litera¬ 
ture Service, Sprague Electric Co., 
35 Marshall Street, North Adams, 
Massachusetts 01248 

4SB>4150 



' Sprague' and ' (§) ’ are registered trademarks of the Sprague Electric Co. 


the current NPC-200-4, in several 
respects: 

■ Oxidation of the solder referred 
to above. 

■ Poor control over the amount 
of solder applied to each individual 
joint. 

■ Probable solder points, or 
icicles, on work. 

■ Probable excess flux on work, 
because flux deposit is controlled 
by operator. 

■ Excessive hardening of flux 
due to extended time between 
cleaning (PROC0158B and NPC- 
200-4 require cleaning each joint 
immediately after soldering). 

■ Moving work, rather than iron, 
which could, in some cases, cause 
cold, or fractured, joints. 

Proper use of various heat sink 
devices, coupled with proper de¬ 
sign in selection and placement 
of components, and proper pro¬ 
cedures in the soldering operation, 
have eliminated, almost entirely, 
heat damage. This so-called new 
technique is not new, but rather an 
old problem that the NASA Spe¬ 
cifications for Reliability are at¬ 
tempting to eliminate. 

Joseph D. Perdue 

NASA 

Langley Research Center 
Hampton, Va. 

The author replies: 

The hazards enumerated in Mr. 
Perdue’s letter have not been any 
harder to control when using the 
technique described in my article 
than when using conventional 
soldering techniques. In either 
case, proper operating training and 
monitoring is needed to ensure re¬ 
liable joints. To answer Mr. Per¬ 
due’s specific points: 

■ Oxidation does not appear on 
the iron before reapplication of 
solder if the iron is temperature- 
controlled at 600° F, and if not 
more than three joints are made, 
which takes only a few seconds. 

■ The technique results in good 
control over the amount of solder 
applied to the joint, when prop¬ 
erly performed. The wetting and 
flowing of the solder results from 
meeting temperature, fluxing and 
cleanliness conditions needed for 
good soldering and are not depend¬ 
ent on an operator’s judgment. 

■ Icicles do not occur when the 
technique is properly followed. 

■ The amount of flux appears to 


be more uniform than when using 
rosin-cored solder, when the flux 
is of the right viscosity. Also, the 
flux is applied at the joint and there 
is no excess on the outside of the 
joint, as is the case with rosin- 
cored solder. 

■ If required, the joints can be 
prefluxed one at a time and the flux 
can be cleaned immediately after 
the solder is applied. 

■ The moving of the work is not 
essential to the technique. Motion 
can also result from the use of a 
hand-held iron. Both techniques 
depend on a mechanical bond be¬ 
tween the parts to ensure against 
relative movement during solder 
solidification. 

■ Heat sinks are effective only 
if there is a significant length of 
lead between the component body 
and the joint, and a temperature 
drop can occur along the lead. In 
designs where space is at a pre¬ 
mium and where it isn’t practical 
to apply a heat sink away from the 
joint, the heat sink cools the joint 
and actually acts as a heat reser¬ 
voir, prolonging the amount of 
time the heat must be applied to 
the joint. 

To sum up, reliable joints can 
be made with either technique. 
The one described has the advan¬ 
tage of improving the reliability 
of the components soldered. How 
important this advantage is de¬ 
pends on how susceptible the com¬ 
ponents are to thermal damage. 

H. M. Isaacson 
General Electric Co. 

Utica, N.Y. 

Park Gate’s products 

To the Editor: 

In the editing of my article, “Com¬ 
puter trio runs the works at big 
British steel mill” [Jan. 25, p 80], 
some unfortunate confusion was 
introduced. 

The diagrams on pages 82 and 83 
suggest that Park Gate Iron and 
Steel Co. produces beams, plate 
and tinplate. Actually, the com¬ 
pany’s main products are billets, 
bars, narrow strip and sections. In 
addition, some steel industry jar¬ 
gon was oversimplified, and I did 
not have the opportunity to cor¬ 
rect these terms before they ap¬ 
peared in print. 

J. T. Jones 

English Electric, Ltd. 

Stafford, England 
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*ln this size both are offered in 38 models of various capacitance values from 0.5 to 62 pf. 

Now JFD Uniceram'’ High Q Fixed Capacitors 

COME TWO WAYS 


Uniceram High Q ceramic fixed capacitors offer a unique combination of 
small size, exceptional stability and a guaranteed minimum Q of 5000 ... 
with up to ten times more capacitance per unit volume than competitive 
units ... up to .2 mfd/in 3 . 

105 glass encapsulated models, with capacitance values from 0.5 to 
3000 pf, provide the ultimate in High Q, reliability and stability. All models 
meet or exceed requirements of MIL-C-11272B. 

Uniceram High Q capacitors are also available as unencapsulated 
wafers with metalized edges. 88 low-cost units, with capacitance values 
from 0.5 to 3000 pf, offer the same outstanding electrical properties. 

These wafers are ideally suited for hybrid integrated circuits, can be 
soldered directly to printed circuit boards or used as discrete components. 

A High K series of Uniceram ceramic fixed capacitors with up to 1 mfd 
capacitance per unit volume is also available. These glass encapsulated 
units meet or exceed requirements of MIL-C-11015C. Volumetric effi¬ 
ciency ... up to 48 mfd/in 3 . WRITE FOR CATALOG UNM 65-2 


Some typical 
Uniceram applications 

IF strips • Crystal master oscillators 

• Padder capacitors • Critical RC 
timing networks • Temperature stabi¬ 
lizing devices • Radio frequency filters 

• Critical timing delay lines • Fixed 
tuned resonant circuits • Suitable as 
cordwood between printed circuit 
boards • All types of communication 
circuits 


JFD-117 



Components Division 

JFD ELECTRONICS CORPORATION. 15th Ave. at 62nd St.. Brooklyn. N. Y. 11219 
JFD NORTHEASTERN. Ruth Drive. P. O. Box 228. Marlboro. Mass. 07152 
JFD NEW YORK-NORTHERN. Damiano PI., P. O. Box 96. New Hartford. N. Y. 13503 
JFD MID-ATLANTIC, P. O. Box 5055, Philadelphia. Pa 19111 
JFD MID-ATLANTIC-MARYLAND. P. O. Box 7676. Baltimore. Md. 21207 
JFD MIDWESTERN. 6330 W. Hermione St.. Chicago. III. 60646 
JFD MIDWESTERN-OHIO, P. O. Box 8086. Cincinnati. Ohio 45208 
JFD WESTERN, 9 Morlan Place, Arcadia. California 91006 
JFD ISRAEL LTD., Industrial Area B. Bldg. 23, Azor, Israel 
DUCON CONDENSER PTY., LTD., Christina Road. Villawood. N.S.W., Australia 
MURATA MANUFACTURING CO., LTD., Nagaoka Otokuni, Kyoto, Japan 
STANDARD TELEPHONE & CABLES LTD., Footscray, Sidcup, Kent, England 
JFD ELECTRONICS. EUROPE S A. 7 Rue de Rocroy, Paris. 10. France 

Variable Trimmer Piston Capacitors ■ Metalized Inductors ■ LC Tuners ■ Ceramic Fixed and Variable Capacitors ■ Fixed and Variable Distributed and Lumped Constant Delay Lines 


JFD 


ELECTRONICS 


CORPORATION 


THE ^AMERICA KNOWS BEST I 
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Pentode 

Pattern 

for 

Performance 



To prevent electrons from returning to the screen 
region of a transmitting tube,Penta's exclusive, 
patented vane-type suppressor grid does the 
trick. Plate current is practically independent of 
plate voltage. Kinks and wiggles are absent. 

Plate voltage can swing well below screen 
voltage without appreciable loss of current. The 
result is outstanding linearity, efficiency, 
stability. For example, Penta’s PL-8295A—the 
ceramic version of the famous PL-8295/172— 
delivers 1000 watts of Class ABi useful output at 
only 2000 plate volts... more than 1500 watts 
at maximum Class ABi ratings. Penta tubes with 
vane-type suppressor grids were introduced in 
1955 and their use in high-quality linear 
amplifiers is growing daily. Enjoy the advantages 
of this years-ahead design by specifying the 
PL-177A, PL-175A, PL-8295/172, or PL-8295A, 
for 100-watt to 1.5-kilowatt power output 
applications. Write for data sheets and Penta’s 
latest Summary Catalog, which describes all 
Penta products, with prices. The Penta 
Laboratories, Inc., a Subsidiary of 
Raytheon Company, 312 
North Nopal Street, Santa 
Barbara, California 93012. 



People 


Francis J. Sullivan, who has been 
putting his technical and adminis¬ 
trative talents to use as acting di¬ 
rector of the 
National Aero¬ 
nautics and 
Space Adminis¬ 
tration’s elec¬ 
tronics and con¬ 
trol division 
since last fall, 
now has the title 
to go with the 
job. 

As director of the rapidly ex¬ 
panding division, Sullivan has re¬ 
sponsibility for planning and co¬ 
ordinating the electronics research 
carried on by the various NASA 
centers, including the new Elec¬ 
tronics Research Center at Cam¬ 
bridge, Mass. 

The division is spending some 
$25 million this year, but this figure 
will increase to $34 million in 1966 
and to about $65 million annually 
in the next three or four years. 

Sullivan sees a need to establish 
more in-house competence, “so that 
we can properly direct research we 
are funding in industry. ,, Currently, 
NASA’s staff of engineers is tied 
closely to existing projects that are 
bound by schedules. 

“It means they have to make 
good with available equipment.” 
Sullivan complains. His goal is to 
remove these schedules so that the 
staff can have more time for re¬ 
search unrelated to going pro¬ 
grams. The areas he woidd like to 
see investigated further are space 
optics and laser application and 
technology. 

Sullivan, 43, took over as acting 
head of the division when Albert 
J. Kelley left to become director of 
the research center at Cambridge. 

Sullivan has been with NASA 
since 1962. Before joining the space 
agency, he was a Navy aviator and 
test pilot. He has a bachelor of 
science degree from the Massachu¬ 
setts Institute of Technology and 
has done graduate work in elec¬ 
tronics at the University of Penn¬ 
sylvania and the University of 
Maryland. After leaving the Navy, 
he joined the Naval Air Develop¬ 
ment Center at Johnsville, Pa., and 
worked on the Navy’s Eagle missile 
system, which was later scrapped. 
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High Energy Physics 
and Machlett 

High Power Electron Tubes 




High energy physics, as represented 
by this “hydrogen bubble chamber'* 
photo and Machlett's high power 
electron tubes, have had a long 
association in the nation’s foremost 
Particle Accelerators—helping to accelerate 
protons from the early cyclotron 
(22 million electron volts) to the modern 
synchrotron (33 billion electron volts). 
Reasons for this long association lie in the 
performance reliability of Machlett tubes, 
and reflect continued confidence in the 
capability of the Machlett organization. 
Whether you require high power/high 
voltage triodes or tetrodes, UHF planar 
triodes, X-ray tubes, vidicons, or you need 
assistance in research or design develop¬ 
ment, write: The Machlett Laboratories, Inc. # 
Springdale, Conn. 06879. An Affiliate of 
Raytheon Company. 

MAtHinr: 
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see 4 response 
traces on single¬ 
trace scope 


measurement by comparison 
up to 1,200 me 


JERROLD 

SOLID-STATE 

3-POSITION 
COAXIAL SWITCHER 

Model TC-3 $295«» 

Turn any single-trace oscilloscope 
into a 4-trace scope; insert two refer¬ 
ence traces automatically in addition 
to test trace and baseline. These 
references have advantage of per¬ 
manent relative accuracy over 
scribed or painted lines. 

Results are repeatable, as accurate 
as your reference attenuators. Gen¬ 
erator and scope drift do not affect 
accuracy of measurements. Fre¬ 
quency from dc to 1,200 me extends 
usefulness of comparison technique 
well into the UHF band. The TC-3 
Coaxial Switcher can save you thou¬ 
sands of dollars in speed and accu¬ 
racy. Write for literature. 

Industrial Products Division, 
Philadelphia, Pa. 19132 

In Canada: Jerrold Electronics, 

60 Wingold Ave., Toronto 19, Ont. 
Export: Rocke International, 

13 E.40th St., New York, N.Y. 10016 

SWEEP GENERATORS • AMPLIFIERS 
PRECISION ATTENUATORS • COMPARATORS 


Meetings 


Broadcast and TV Receivers 
Conference, G-BTR/IEEE; O'Hare Inn, 
Des Plaines, III., June 14-15. 

Midwest Symposium on Circuit Theory, 
G-CT/IEEE; Colorado State University, 
Ft. Collins, Colo., June 14-15. 

Ocean Science and Ocean Engineering 
National Conference/Exposition, ASLO, 
MTS; Washington Hilton Hotel, 
Washington, June 14-17. 

Simulation, A Management Tool, AMA; 
AMA Headquarters, N.Y.C., June 16-18. 

National Navigational Meeting, Institute 
of Navigation; Edgewater Inn Marina 
Hotel, Long Beach, Calif., June 21-23. 

Solid State Device Research Conference. 
IEEE; Princeton Univ., Princeton, N.J., 
June 21-23. 

Aerospace Technical Conference and 
Exhibit, PTGAS/IEEE; Shamrock-Hilton 
Hotel, Houston, Tex., June 21-24. 

Aerospace Technical Conference and 
Exhibit, PTGAS/IEEE; Shamrock-Hilton 
Hotel, Houston, June 21-24. 

Joint Automatic Control Conference, 
ASME, IEEE, ISA, AIAA, AICE; 

Rensselaer Polytechnic Institute, Troy, 
N.Y., June 22-25. 

Electronic Standards Committee F-l 
Meeting, ASTM; Randolph House, 
Syracuse, N.Y., June 23-24. 

Fluid Mechanics & Heat Transfer 
Symposium, USAF, Lockheed Co.; 
Lockheed Research Labs, Palo Alto, 
Calif., June 24-25. 

Summer Power Meeting, G-P/IEEE; 
Detroit, Mich., June 27-July 2. 

International Colloquium on 
Applications of Mathematics in the 
Engineering Sciences, Institut f. 
Mathematik; Hocschule fur 
Architektur und Bauwessen, Germany, 
June 27-July 4. 

Electromagnetic Compatibility National 
Symposium, G-EMC/IEEE; Waldorf- 
Astoria Hotel, New York, June 28-30. 

Physics of Quantum Electronics 
Conference, ONR; San Juan, Puerto 
Rico, June 28-30. 

International Data Processing 
Conference and Business Exposition, 
DPMA; Benjamin Franklin Hotel and 
Convention Hall, Philadelphia, June 29- 
July 2. 

Microwave Applications of 
Semiconductors Meeting, IERE-IEE; 




University College, London, June 30- 
July 2. 

Biomedical Engineering Symposium, 
IEEE. US Naval Hosp.; San Diego, Calif.. 

July 6 8. 

Technical Communications Conferenco 
CSU; Colorado State Univ. Campus, 

Fort Collins, Col., July 6-10. 

Nuclear and Space Radiation Effects 
Conference, G-NS; Univ. of Michigan, 
Ann Arbor, Mich., July 12-15. 

Chemistry and Metallurgy of 
Semiconductors, Gordon Research 
Conferences, Univ. of Rhode Island; 
Proctor Academy, Andover, New 
Hampshire, July 12-16. 

Educational Technology Conference, 

American Management Association: 
Americana Hotel, N.Y.C., July 12-16. 

Nuclear & Space Radiation Effects 
Annual Conference, G-NS/IEEE; 
University of Michigan, Ann Arbor, 

Mich., July 12-16. 

Flight Control Conference and 
Engineering Display, SAE; International 
Hotel, Los Angeles, July 13-15. 

Instrumentation Science Research 
Conference, ISA; William Smith College, 
Geneva, N. Y., Aug. 2-6. 

American Astronautical Society National 
Meeting, A AS; Sheraton-Palace Hotel, 
San Francisco, Aug. 18-20. 


Call for papers 

Vehicular Communications Confer¬ 
ence, Vehicular Communications 
Group of the IEEE; Sheraton Park 
Hotel, Washington, Dec. 2-3. July 
15 is deadline to submit 500 word 
abstract to W. F. Biggerstaff, Pa¬ 
pers Committee Chairman, USES 
Electronics Center, ARC, Belts- 
ville, Maryland. 

Ultrasonics Symposium, Group on 
Sonics and Ultrasonics of the 
IEEE; Hotel Sheraton, Boston, 
Dec. 1-3. Sept. 1 is deadline for 
submitting 100 word abstract and 
completed paper to J. H. Rowen, 
Chairman of the Technical Pro¬ 
gram Committee, Bell Telephone 
Laboratories, Murray Hill, New 
Jersey 07971. 
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Introducing Item #6 in the Fluke '65 Pacesetter Line. 


It’s a tough little "Luigi Meter” or our new 


solid state 841 Electronic Galvanometer by 
any other name. Virtually indestructible, 
the 841 meets mil-spec environmental parameters. 
Takes million-to-one overload without damage. 
Sensitivity is 2 na per scale division. Never 
needs external damping. Recorder output. 

Works in any position. 


Fluke electronic galvanometers are available in the 841 A&B for laboratory use or the 840 A&B for OEM 
requirements. “A” models have a power sensitivity of 8 x 10 lfl watt per division. Input resistance is 180 ohms on 
three ranges of ±30 na, ±300 na, and ±3 na. “B” models differ in these 
respects: sensitivity, 5 x 10 0 amp/scale div.; 4.5 x 10~ lrt watt/scale j 
div. power sensitivity; input resistance 18 ohms; ±100 na, ±1 na, 
and ±10 na current ranges. The 841 A or B is priced at $220 including 

case and batteries. The 840 A or B costs $175 plus -$20 for the case 1 
and $5 for the batteries. A rechargeable battery pack and case ■ 
costs $100. AC line power pack costs $25. ■ 

FLUKE • Box 7428, Seattle, Washington 98133 • Phojie (206) 776-1171 • TWX: (910) 449-2850 


FLUKE! 


















The Amphenol Cable Division of 
Amphenol-Borg Electronics Cor¬ 
poration today reports the 
Hewlett-Packard Time Domain 
Reflectometer an essential part 
of its thorough quality-control 
and trouble-shooting facilities. 
Design, production and quality- 
control engineers at Amphenol 
use the TDR technique in three 
vital areas: 

1. Testing coax and multi¬ 
conductor cables and cable 
assemblies to insure low 
vswr; 

2. Matching the electrical 
length of cables; 

3. Quality inspecting the junc¬ 
tion of the cable and con¬ 
nector in a cable assembly. 

The time saved is money 
saved, plus delivery of a better 
Amphenol product. 

Because designing high-reli¬ 
ability multi-conductor cable as¬ 
semblies requires extensive 
testing, a simple and accurate 
method of locating discontinu¬ 


ities which cause high vswr is 
essential. Tests are speeded 
with the hp 1415A plug-in be¬ 
cause the location and ampli¬ 
tude of discontinuities are seen 
directly. And customers are 
assured of a more reliable cable 
because every point in the cable 
is checked. 

To insure that cables will per¬ 
form under the most severe 

WHAT HP 
TIME DOMAIN 
REFLECTOMETRY 
DOES FOR 
AMPHENOL, 

IT CAN DO FOR YOU 


circumstances, high voltage 
breakdown tests are conducted 
on sample cables. Using the hp 
140A scope and 1415A TDR 
Plug-in, Amphenol can locate a 
point of cable failure quickly. 
Without the hp equipment, it 
would be necessary to cut the 
cable into pieces until the exact 
location of the breakdown point 
is found. By measuring ratios of 
trace length and cable length to 
the breakdown point, it is easy 
to find the approximate location 
of the trouble; then, by flexing 
the cable along that area and 
viewing the scope trace, the 
exact breakdown point is 
located. 

The 1415A in the 140A Scope 
is an integrated broadband sys¬ 
tem for testing cables, trans¬ 
mission lines, striplines, con¬ 
nectors and other broadband 
devices. It is essentially a 
"closed-loop radar,” the 1415A 
consisting of a fast-rise pulse 
generator, a single-channel 
sampler and a time base gener- 
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hp 1415A TDR Plug-in with 140A 


\ 

“Icouldn’t possibly say in 
dollars and cents how 
much time and money this 
Hewlett-Packard equipment 
has saved Amphenol. 

Before its purchase we 
were limited to the old- 
fashioned, expensive and 
imperfect slotted-line 
techniques which , at 
elevated frequencies, were 
little better than a guess. 
There’s no standard for 
comparison between these 
techniques and Hewlett- 
Packard’s Time Domain 
Reflectometry. Clay 

Marohnic, Senior Engineer, 
Amphenol Cable . 

Amphenol engineer establishes the 
length of an Amphenol cable assem¬ 
bly while viewing its exact electrical 
characteristics directly on a Hewlett- 
Packard 140A Oscilloscope with the 
unique 1415A Time Domain Reflec- 
tometer Plug-in. 

_ J 


ator. A voltage step from the 
pulse generator is fed into the 
test system and the reflections 
observed. Reflections occur 
each time the step encounters 
an impedance mismatch (i.e., 
discontinuity), and the reflec¬ 
tions are added to the incident 
wave and displayed on the crt of 
the 140A. Displays provide both 
qualitative and quantitative 
data; they distinguish between 
resistive, capacitive and induc¬ 
tive discontinuities and provide 
a resolution between two discon¬ 
tinuities of less than 1 inch. 

High-resolution electrical 
cable length measurement is an¬ 
other important application of 
TDR at Amphenol, since the firm 
produces matched coax cables 
for radar arrays requiring meas¬ 
urement to an accuracy of ±0.5 
in. per 1000 ft. and ±0.25 in. 
per 600 ft. With the 1415A the 
electrical length of the cable 
under test is compared with a 
“standard cable” and the length 
cut to match. 


A third use of the hp TDR 
helps Amphenol engineers eval¬ 
uate the precision of cable-to- 
connector mating. Here, the 
unique advantage of being able 
to view the “panorama” of a 
cable assembly’s electrical 
length makes it possible for Am¬ 
phenol to pinpoint discontinu¬ 
ities with extreme precision. 
Even effects of tension and pres¬ 
sure on the mating shield and 
inner conductor pin of a coax 
connector can be observed di¬ 
rectly. The TDR technique has 
enabled Amphenol to develop 
cable assemblies with extremely 
predictable vswr characteristics. 

The hp 140A/1415A combi¬ 
nation helps Amphenol deliver a 
better product to its customers, 
at the same time saving both 
time and money in test and 
quality assurance. Consider this 
new technique for your own ap¬ 
plication—and discuss it with 
your Hewlett-Packard field 
engineer. 

Rise time for the 1415A sys¬ 
tem is less than 150 psec, lets 
you separate, on the scope crt, 
discontinuities as close as 1 
inch. Vertical sensitivity is cali¬ 
brated directly in reflection co¬ 
efficient. The maximum cali¬ 
brated sensitivity is 0.005/cm, 
which corresponds to an swr of 
1.01. Horizontal calibration pro¬ 
vides easy measurement of 
airline cables to 300 meters 
(985 feet) or polyethylene to 
200 meters. The fastest sweep 
speed lets you equate 1 cm on 
the scope with 1 cm of actual 
polyethylene line, with a cali¬ 


brated delay to let you look at 
every section of a line when 
magnified. 

The hp 1415A Time Domain 
Reflectometer Plug-in costs 
$1050, while the 140A Main 
Frame, with its parallax-free 10 
cm x 10 cm crt, 7.5 kv acceler¬ 
ating potential for bright pic¬ 
ture, unique dual plug-in system, 
offers you today’s most versatile 
scope and costs only $575. 

Other plug-ins available for the 140A: 

1400A Differential Amplifier, 
100 /xv/cm at 400 kc, $210 

1401A Dual-Trace Amplifier, 
1 mv/cm at 450 kc, $375 

1402A Dual-Trace Amplifier, 
5 mv/cm at 20 me, signal de¬ 
lay, $550 

1403A AC Guarded Differ¬ 
ential Amplifier, 10 juv/cm at 
200 kc, $475 

1405A Dual-Trace Amplifier, 
5 mv/cm at 5 me, $325 

1420A Time Base, sweeps to 
50 nsec/cm, $325 

1421A Time Base and Delay 
Generator, sweeps to 20 nsec/ 
cm, $625 

More to come! 

Write your nearby hp field engi¬ 
neer for complete information and a 
TDR slide rule. Or obtain complete 
details from Hewlett-Packard, Palo 
Alto, California 94304, Tel. (415) 
326-7000; Europe: 54 Route des 
Acacias, Geneva; Canada: 8270 May- 
rand Street, Montreal. 

Data subject to change without notice. 
Prices f.o.b. factory. 

HEWLETT Jjfy PACKARD 

An extra measure of quality 
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WE KEEP AN EYE ON EVERY SCOPE WE SELL... 


because at Fairchild, service is just as important as the sale. After we 
deliver an oscilloscope, we also provide the industry’s most extensive 
network of Service Centers and Field Engineering offices. 60 loca¬ 
tions across the U.S. and 19 abroad are staffed by Fairchild trained 
technicians and professional engineers whose sole purpose is to keep 
an eye on your equipment. They are always ready to provide expert 
service and help you with your application and mainte¬ 
nance requirements. While service is always available, 
it is seldom required. For example, the predicted relia¬ 
bility of Fairchild’s 765H Series is 6,200 hours M-T-B-F, 
and many of our oscilloscopes have operated 15,000 
hours without a single parts replacement. 

“Technological Obsolescence 



Speaking of M-T-B-F, ask for Reli¬ 
ability Study No. 3. See why Fairchild 
scopes cut downtime and mainte¬ 
nance cost, give you maximum 
precision and versatility. Fairchild 
Instrumentation, Clifton, N. J. 


INSTRUMENTATION 

A DIVISION OF FAIRCHILD CAMERA 
AND INSTRUMENT CORPORATION 
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Editorial 


Plain talk 


Engineers who used to spend their working 
hours adding to the technology are now waging 
a frustrating struggle. They are applying knowl¬ 
edge gained in military and space projects to 
areas that have never before enjoyed the benefits 
of electronic techniques or equipment. And they 
are finding that a good technical solution is not 
enough in such new areas—that economic, po¬ 
litical and even sociological considerations can 
sometimes torpedo a good technical proposal. 

In this environment what’s needed desperately 
is an articulate engineer who can put into plain 
language the advantages of electronic equipment 
and how it works. Too many engineers stick to 
the jargon of their electronic specialties, leaving 
those unfamiliar with electronic equipment to 
flounder in ignorance. 

The opportunities are real. For example, an 
article on page 111 describes a whole new disci¬ 
pline, the application of electronics to biology, 
which could be a ground-floor opportunity for 
engineers with backgrounds in telemetry and 
integrated circuits. But those who would partici¬ 
pate must be ready to communicate with biolo¬ 
gists—and that means no electronics jargon. 

Still another promising field is the application 
of electronics to the education process. The pres¬ 
sure is on in every community for better schools 
and more efficient use of teachers. School popu¬ 
lations are mushrooming, and the civil rights 
movement has added to the demands on many 
school systems. In California recently, the state 
legislature passed a law requiring all schools to 
teach Spanish in the sixth, seventh and eighth 
grades. But there is a serious obstacle: the 
schools will need 3,000 teachers of Spanish, and 
the entire state now has only 300. Electronic 


equipment—closed circuit television, audio and 
video tape recorders, or electronic teaching ma¬ 
chines—might be the only economic solution. 

But reaching educators, school boards and 
teachers who have flimsy electronics back¬ 
grounds is trying work. It takes patient explana¬ 
tion that emphasizes what the equipment can do 
for the educational system, not how fancy or how 
simple the design is, or how neatly the device is 
packaged. 

Further, educators tend to be very conserva¬ 
tive in considering new devices for the class¬ 
room. A demonstration is the worst place in the 
world for a malfunction; no matter how attrac¬ 
tive the mean time-between-failures rate may be, 
an educator will never forget that the machine 
broke down while he was watching it, and he’ll 
never understand what caused the failure. 

One electronics company suffered an experi¬ 
ence like that recently in a related field. Cubic 
Corp., the San Diego-based company best known 
for its missile tracking systems, has acquired 
and improved an electronic vote-counting ma¬ 
chine. Just as orders started coming in last- 
month, a California legislator introduced a bill 
to ban the machines, and orders went into limbo 
instantly. Then, while Cubic was showing state 
officials how reliable and effective the machine 
really was, it suffered one well-publicized break¬ 
down in the Secretary of State’s office. Now 
Cubic has an uphill fight to convince the officials 
that the machine is truly reliable. It’s a job that 
falls mainly on engineers, not salesmen. 

In Washington, administrators of the antipov¬ 
erty program, which already feels the sting of 
congressional charges of inefficiency and waste, 
want to apply the techniques of aerospace sys¬ 
tems engineering to run their social programs. 
For the engineer who has specialized in data 
handling, processing and communication, an 
opportunity is on hand. But he’ll have to work 
with social workers, political scientists and econ¬ 
omists who do not understand Boolean algebra, 
Shannon information theory, magnetic tape pack¬ 
ing densities or integrated circuits. 

Never has the opportunity been brighter for 
electronics engineers to spread their technology 
into new areas. But to cash in, the engineer will 
have to become articulate in terms that special¬ 
ists in other fields can understand. 
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a great tach... 


make a great motor tachometer 


Small: .75" dlam x 1.241" length 
T/J: 90,000 rad/sec 2 


Look at these parameters in a “synchro size" size 8 
full drag cup motor rate tachometer. 

We chose a Clifton motor with good torque (.275 in- 
oz), low power consumption (3 watts/phase) and high 
acceleration (120,000 rad/sec 2 ), and added a tachom¬ 
eter with exceptionally high output for length. Com¬ 
bining them produced a tachometer with the lowest 
inertia in the industry for the size, output and torque. 


Output: .3V/1000 rpm 

Nulls: .015V max 

Power Consump. <3W/phase 

t - 


One further ingredient was added. This component 
(and our whole, new line of servo motors and tachom¬ 
eters) is produced by a quality-minded company 
deeply experienced in the design and manufacture of 


rotating components. Look to CLIFTON for leadership 
in the servo motor and tachometer field. 

Clifton Precision Products, Division of Litton Industries, 
Clifton Heights, Pa., Colorado Springs, Colo. 



CLIFTON products | rn 

DIVISION OF LITTON INDUSTRIES I ! 
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Electronics Newsletter 


Early Bird 
spreads its wings 


Honeywell steps up 
changeover to IC’s 


Sony introducing 
video tape recorder 


Cabinet unit asks 
more cash for SST 


June 14,1965 


Early Bird, the Communications Satellite Corp.’s first project, is proving 
as useful in transmitting messages and data as it has been in carrying 
television programs. Last week, the International Business Machines 
Corp. sent specifications and diagrams of a new model in the System/360 
computer line from Poughkeepsie, N.Y., to a plant in Essonnes, France. 

This week, too, the Western Union Telegraph Co. exchanged messages 
with England, France and Germany via the satellite instead of cable 
circuits, trying its full line of services: high-speed data and alternate 
voice/data channels at speeds up to 2,500 words a minute; telex service 
(two-way telegraph service with direct dialing to overseas correspond¬ 
ents) and private leased wire service at speeds from 16% to 100 words 
a minute. 

Meanwhile, the scramble is on to lease circuits on the communication 
line, which is now slated to go into regular commercial operation on June 
27, instead of the earlier date of June 8 that Comsat wanted. The Ameri¬ 
can Telephone & Telegraph Co. has applied to the Federal Communica¬ 
tions Commission for 100 channels, the International Telephone & Tele¬ 
graph Co. 41 channels and RCA Communications, Inc., a subsidiary of 
the Radio Corp. of America, 30 channels. 

The government, too, through the Defense Communications Agency, • 
is showing a strong interest in renting a few channels. Within the next 
couple of weeks, the agency will be running a five-day test on data trans¬ 
mission, linking Early Bird into DCA’s present communications network. 


Honeywell, Inc., in its drive to apply integrated circuits to its electronic 
designs, is establishing a solid state center at Minneapolis. The company 
believes that if all its integrated-circuit specialists are in one center, it 
can hasten conversion of equipment to integrated circuits. 


Within eight weeks, the Sony Corp. of America will offer a combination 
home video tape recorder and nine-inch receiver for $995. The Sony 
Videocorder is the first helical-scan recorder designed especially for home 
use. Other attempts at home recorders have used linear-recording 
methods, where the tape must be pulled over the head at speeds of about 
120 inches per second; single reels record for only 10 minutes. The Sony 
recorder, however, has a tape speed of only 7V4 ips with a one hour 
recording time on a seven-inch reel of half-inch tape. A video camera 
accessory is also available for “live” recording for $350 extra. 


President Johnson is expected to ask Congress within the next few days 
for $150 million to cover continued development of the supersonic trans¬ 
port (SST) for the fiscal year starting July 1. 

A recommendation that the money be allocated came from the Cabinet- 
level committee headed by Defense Secretary Robert S. McNamara. 
Under the development program, the Lockheed Aircraft Corp. and the 
Boeing Co. are competing for the airframe contract and the General 
Electric Co. and the Pratt & Whitney division of the United Aircraft 
Corp. are seeking the engine order. 
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AF seeks tactical 
radar centers 


Military company 
enters stereo field 


Motorola to offer 
tv transistor line 


FCC wants more 
small tv stations 


Food irradiation: 
$15 million by *80 


Requests for technical proposals will go out to industry in about six weeks 
for the largest procurement to date in the $ 100-million program to bolster 
the tactical air control system [Electronics, Oct. 5, 1964, p. 114]. The Air 
Force Electronics Systems division at Hanscom Field, Mass., will buy 
six combat reporting centers and 12 combat reporting posts to provide 
radar surveillance and control functions. 

The division also plans to buy tactical air control centers and other 
data processing and display equipment for control of air support in brush- 
fire wars. The procurement is part of the 407L program to buy trans¬ 
portable electronic systems for tactical warfare. 

The Rome Air Development Center is testing search radars that a few 
men can assemble and dismantle quickly and haul into remote areas 
without trucks. The radar would be used to watch for supplies and men 
being parachuted into an area by the enemy, as well as for aircraft. 


Non-Linear Systems, Inc., a company whose previous output has been 
digital voltmeters and other instrumentation gear, has applied its 
military-aerospace technology to a stereo receiver for the consumer 
market. The receiver is Non-Linears first product outside the aerospace 
or military area; the move was seen as a way to buck up the company's 
sales, which sagged last year. 

The solid state receiver is built on an aluminum chassis; to keep the 
system cool and make maintenance easy, each subassembly is mounted 
on separate iVinch thick glass fiber circuit boards—a technique never 
before used in the consumer market. When introduced in August, the 
receivers price will be about $700. 

Jukebox manufacturers are expressing an interest because malfunc¬ 
tioning subassemblies can be replaced quickly, reducing down time. 


Motorola, Inc., will announce this week a complete line of semiconductor 

devices for television receivers. For the first time, a designer will be able 
to buy any solid state device required for a line-operated television re¬ 
ceiver from a single supplier. The only exception is a high-voltage recti¬ 
fier. Most of the transistors are silicon, housed in plastic packages. 

The company also is bringing out a line of variable threshold logic in¬ 
tegrated circuits for use in noisy environments—such as industrial control 
equipment. The power supply required to operate the devices can be 
varied from low levels up to 10 volts, depending upon the amount of noise 
immunity required. 


The Federal Communications Commission wants to increase the number 
of small television stations in sparsely populated areas. Under an FCC 
proposal, ultrahigh frequency channels 70 to 83 would be reserved for 
stations of 10 kilowatts or less, with antennas no higher than 300 feet. 


The food-irradiation field is expected to grow into a $ 15-million annual 
market for the electronics industry by 1980, the Commerce Department 
says. The technique is used to preserve food. Equipment that will be 
sought, says the department, will be electron accelerators and monitoring 
and control instrumentation. 
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Look to Deeco for fast service on 
these new small-signal Tl semiconductors 



Now — complementary transistors 
in flat package 


A new dual silicon transistor offers 
complementary NPN and PNP active 


elements in a single flat package. The 
new device, known as the 2N3838, 
is now carried in stock. It makes 
possible smaller high-reliability cir¬ 
cuitry including complementary flip- 
flops and complementary amplifiers. 

This new device is one of a rapidly- 
expanding line of “compatible com¬ 
ponents” — especially designed to be 
electrically and mechanically com¬ 
patible with integrated circuits*. Ask 
us for a file of compatible compo¬ 
nent data sheets in a miniature form. 



N-channel FET’s provide low-noise amplification beyond 200 me 


You can improve RF amplifier per¬ 
formance by using new TI N-chan- 
nel field-effect transistors. Two 
2N3822’s, used in the 200 me cas- 
code amplifier shown above, gave 
12 db gain and only 2.5 db noise 
at 200 me. Cross-modulation was 
less than one percent when a 1000 
mv, 200 me signal and a 200,000 mv, 
150 me signal were combined. 

The new series, numbered 2N3821, 


22 and 24, offers yf S as high as 3000 
min at 100 me. Noise figure is typi¬ 
cally 3 db at 10 cps. Gate leakage 
current is typically 10 pa, and maxi¬ 
mum input capacitance is less than 
6 pf. Other advantages include zero 
offset voltage (in chopper applica¬ 
tions) and high input impedance. 

We have just received a shipment 
of these new devices and can offer 
immediate delivery. Call us. 


Get your new Tl Communications 
Handbook from Deeco 

We have a new shipment of the latest com¬ 
munications handbook available —a set of 
two 6- by 9-inch paperback volumes that 
total 366 pages and contain 417 illustrations. 
Special price for the set is only $3.50. 
Order from us and get immediate delivery. 

* Patented by TI 


TI cannot assume any responsibility for any circuits shown 
or represent that they are free from patent infringement. 



New solid-state light source combines 
small size and high reliability 

The new TIXL01 planar gallium arsenide 
light emitter gives users of silicon light 
sensors high efficiency, long life and free¬ 
dom from the catastrophic failures charac¬ 
teristic of incandescent lamps. 

As shown above, the TIXL01 measures 
only 1/16-inch diameter by 1/10-inch 
high. Emitters may be mounted directly 
in 1/16-inch printed circuit boards, sim¬ 
plifying assembly. 

We have added these new devices to our 
stock, ready for immediate delivery. Call us. 



□ EECo4> nc 

DISTRIBUTORS-SERVING INDUSTRIALS EXCLUSIVELY 



618 FIRST STREET N. W. • CEDAR RAPIDS, IOWA • PHONE 365-T751 


Electronics June 14, 1965 


Circle 19 on reader service card 


19 































NEW 

PARALLEL 
DIGITAL 


MINCOM’S PD-IOOO PARALLEL PCM RECORDER 


The cards are stacked in this newest 
Mincom system for telemetry’s simplest, 
most advanced and most reliable digital 
data recording and playback. Standard 
packing rate of 1000 bpi, of course—plus 
new and compact solid-state advantages 
like the signal electronics pull-out hous¬ 
ing illustrated above. Approximately sev¬ 
enty-three PCs of sixteen different types, 
according to your requirements, are 



instantly front-accessible. Twelve PCM 
NRZI channels on one-inch tape with two 
NRZ time-code tracks, one audio track, 
and one clock pulse track, plus optional 
modifications. One read-head adjustment 
aligns all sixteen channels on the monitor 
scope, eliminating individual track adjust¬ 
ment. Seven push-button speeds, from 
1% to 120 ips. Write today for details 
and complete specifications. 



300 South Lewis Road, Camarillo, California 
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EVERYONE 
KNOWS A DECENT 
TRIMMER COSTS 
MORETHAN A BOCK 

(EVERYONE 
BOT HEUPOT) 


INSTRUMENTS, INC. 

H ELI POT DIVISION 

FULLERTON. CALIFORNIA • 92634 


Cunningly priced below a dollar in 
large quantity, single units start at 
$1.75. Delivery details and other 
data are available from your local 
Helipot® sales rep. 


Here’s a great new trimmer, the 

Model 62 Helitrim®, with a foxy 
combination of fine performance 
and low price. Only 0.250 inches in 
diameter and 0.250 inches high, 

it’s one of the world’s two smallest 
trimmers (both are from Helipot)! 

Power rating is !/> watt at 70° C. 
It’s packaged in a sealed metal 
housing. And it has a Cermet 
element, which means essentially 
infinite resolution at resistance 
values from 10 ohms to 1 megohm. 



INTERNATIONAL SUBSIDIARIES: GENEVA. SWITZERLAND; 

MUNICH, GERMANY; GLENROTHES, SCOTLAND; PARIS, FRANCE; 
TOKYO, JAPAN; CAPETOWN, SOUTH AFRICA. 
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Relays shown actual size 




Type LB Relay 
for PCB mounting 


with mating 
socket for plug-in mounting 


- M 


Type LBP with mating 
socket for plug-in mounting 


for printed circuits, plug-in or wired assemblies! 


Compact Clare telephone type relays offer versatility of performance and 
flexibility of installation that meet the requirements of the widest variety 
of control designs. 


Their stable operation and adjustment, together with consistently reliable 
performance, make them ideal components for applications where inches 
and ounces count. They have the same sturdy construction, large contact 
spring capacity, sensitivity and adaptability found in larger, more conven¬ 
tional relays of this type. 

■ 

These features contribute to the reliable, longlife operation of these relays: 
Independent twin contacts, enhancing contact reliability; Largest possible 
armature bearing surface, providing stable, adjustment-free operation; 
Extremely rigid heel-pieces, making fine adjustment practicable. 
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For commercial, industrial or military applications, Clare telephone type 
relays solve a wide variety of switching problems. 
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TELEPHONE TYPE RELAYS 




CURE TYPE J RELAY 

A general purpose re¬ 
lay whose consistent 
performance has been 
demonstrated in thou¬ 
sands of applications. 
It is available un¬ 
enclosed, in dust cov¬ 
ers, or hermetically sealed. Solder, taper-tab 
or direct plug-in terminals are provided for 
wired assembly mounting. 


CLARE TYPE LB RELAY 

A high quality, low cost 
relay which meets the 
demands of functional 
PC B applications 
where small size (1.33 
cubic inches), versa¬ 
tile contact arrange¬ 
ments, wide range of contact load capacities, 
high contact reliability and direct PCB mount¬ 
ing is desired. Clear plastic dust cover. Phe¬ 
nolic bottom plate with tinned nickel-silver 
terminals. 



Mounting height— 
1.24 inch maximum. 



CLARE TYPE JDP RELAY 

An assembly providing 
direct plug-in mount¬ 
ing of Type J Relay 
using contact springs 
and coil terminals as 
plug pins. This elimi¬ 
nates costly wiring and 
saves 20% in height over conventional octal 
plug relays. Clear plastic dust cover. Two 
socket sizes: 28 terminals for 24 contact 
springs; 16 terminals for 12 contact springs. 
Both with four coil terminals. 


CLARE TYPE LBP RELAY 

A plug-in version of 
the Type LB Relay with 
the same operating 
and design character¬ 
istics. Clear plastic dust 
cover. Choice of two 
socket styles: (1) sol¬ 
der type terminals with elongated slots for 
wired assembly mounting, or (2) tab terminals 
for PCB mounting. 



Mounting height: 114 inches 
for wired assembly; 

1% inches for PCB. 


ELECTRICAL AND MECHANICAL CHARACTERISTICS OF TYPE J, JDP, LB, AND LBP RELAYS 



Contact 

Arrangements 

Contact 

Ratings 

Coil 

Resistance 

Nominal Oper¬ 
ating Voltages 

Operate 

Time 

Release 

Time 

Types 

J and 
JDP 

Forms 

A, B, C, D, E 
with up to 24 
contact springs 
max 

Low level 
to 

1000 watts, 
10 amps 

Up to 
21,000 
ohms 

Up to 

300 vdc 

Up to 

220 vac 
50-60 cps 

Fast operate: 

5 ms min 
Delayed operate: 
60 ms max 

Fast release: 

5 ms min 
Delayed release: 
125 ms max 

Types 

LB and 
LBP 

Forms 

A, B, C, D 
with up to 

6 contact forms 

Low level 
to 

2 amps 

Up to 
6,550 
ohms 

Up to 

100 vdc 

6 ms min 

2.5 ms min 


For complete information contact your 
nearest CLARE Sales Engineer 

CALL-NEEDHAM (Mass.): (617) 444-4200 • GREAT NECK, LI. (N.Y.): 
(516) 466-2100 • SYRACUSE: (315) 422-0347 • PHILADELPHIA: (215) 
386-3385 • WASHINGTON : (202) 393-1337 • ORLANDO: (305) 424-9508 • 
CHICAGO: (312) 262-7700 • MINNEAPOLIS: (612) 824-7064 • CLEVE¬ 
LAND: (216) 221-9030 • XENIA (Ohio): (513) 426-5485 • CINCINNATI: 
(513) 891-3827 • MISSION (Kansas): (913) 722-2441 • DALLAS: (214) 
741-4411 • HOUSTON: (713) 528-3811 • SEATTLE: (206) 725-9700 • SAN 
FRANCISCO: (415) 982-7932 • VAN NUYS (Cal.): (213) 787-2510 • 
TORONTO, CANADA: C. P. Clare Canada Ltd. • TOKYO. JAPAN: Westrex Co., 
Orient 


write: Group 06N5 

C. P. CLARE & CO. 

3101 Pratt Boulevard 
Chicago, Illinois 60645 



relays and related control components 
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Measure 


TRANSISTOR 

PARAMETERS 


500 KC to 250 MC 



Features: 

Handles most popular TO packages 
Convenient plug-in test circuits 


TRANSISTOR TEST JIG TYPE 13510A 


The Transistor Test Jig, Type 13510A, is designed to pro¬ 
vide a convenient means for measuring the Y parameters 
of transistors on the RX Meter, Type 250A, over the 
frequency range from 500 kc to 250 me. The jig consists 
of four basic components: a Mounting Adapter and three 
separate plug-in test circuits for measuring Yn K , Y„ 
andY 22e . 


Specifications: 

RF RANGE: 500 kc to 250 me 


TEST CIRCUITS: Provide for readout of Rp 
and Cp on RX Meter to yield Yj| t Y|| 
and Y 2 2 # . be 



The Mounting Adapter mounts conveniently on the RX 
Meter and includes bias feed and bypassing for an ex¬ 
ternal power supply ( (fji) 721-A). Each of the test circuits 
is constructed on a printed circuit board for maximum 
stability and repeatability. Residual reactances have been 
minimized, providing maximum measurement accuracy. 


EXTERNAL BIAS RANGE: 

50 ma. dc maximum 
30 volts dc maximum 
TRANSISTOR MOUNTING: 

Accommodates TO—1, 5, 9, 11, 18, 23, 24, 
39 and similar packages. 

PRICE: 13510A: $195.00 

F.O.B. Rockaway, New Jersey 


GREEN POND ROAD 
ROCKAWAY, NEW JERSEY 07866 
Telephone: (201) 627-6400 
TWX: (510) 238-8461 Cable Address: B00NRAC0 


HE WLETT 

PACKARD J\g BOONTON 
mm division 
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FOR FASTEST 



modification 
Application Engineering 
Prototypes 

Small Quantity Orders 

maintenance 

Repairs 


Call Your Local 




Service Modification Center 


Astoria, L. I., New York, 11103.... 

Atlanta, Georgia, 30310. 

Cambridge, Massachusetts, 02138. 
Charlotte, North Carolina, 28206.. 

Chicago, Illinois 60625. 

Chicago, Illinois, 60614.. 

Cleveland, Ohio, 44103. 

Cleveland, Ohio, 44135. 

Dayton, Ohio, 45404. 

Englewood, New Jersey, 07457.... 

Ferndale, Michigan, 48220. 

Glendale, California, 91201. 

Honolulu, Hawaii, 96813. 

Houston, Texas, 77027. 

Los Angeles, California, 90017.... 
Los Angeles, California, 90022.... 

Minneapolis, Minnesota, 55404... 

New York, New York, 10011. 

Orlando, Florida, 32806. 

Philadelphia, Pennsylvania, 19115 

Phoenix, Arizona, 85016.. 

Plano, Texas, 75074. 

San Diego, California, 92111. 

San Francisco, California, 94114.. 

Seattle, Washington, 98199. 

Shawnee Mission, Kansas, 66205.. 

South Bend, Indiana, 46600. 

Weston, Ontario. 


A & M Instrument, Inc., 48-01 31st Ave.... 

Electro-Tech, Inc., 690 Murphy Ave., S.W. 

.Alvin S. Mancib Company, 363 Walden St. 

Electro-Tech, Inc., 3107 Cullman Ave. 

A & M Instrument, Inc., 4801 N. Ridgeway. 

Meter Makers, Inc., 1101 W. Armitage Ave.. 

Pioneer Standard Electronics, 5403 Prospect Ave.. 

Weschler Electric Co., 4250 W. 130th St. 

Pioneer Standard Electronics, Inc., Srepco Electronics Div., 

314 Leo St.. 

.Instrument Masters, Inc., (Subs, of A & M), 12 William St. 

.Ram Meter, Inc., 1100 Hilton Rd. 

J S D Engineering Co., 6915 San Fernando Rd. 

Hawaii Instrument Service, Dillingham Transportation 

Building Annex, 182 HalekauwHa St., Rm. 24. 

Nelson Electronic Labs, Inc., 4223 Richmond Ave. 

Croft Electrical Laboratories, 1016 W. 8th St. 

Metermaster/LA, Div. of Kierulff Electronics, Inc., 

5645 E. Washington Blvd. 

Instrument Control Company, 2309 Snelling Ave. 

Electro-Tech Equipment Co., 85 Tenth Ave. 

Electro-Tech, Inc., 307 27th St. 

Sunshine Scientific Instrument, 1810 Grant Ave. 

Metercraft, Inc., 3308 N. 24th St. 

.Nelson Electronic Labs., Inc., 1717 Dallas Pkwy.. 

. Metermaster, Inc., 8139 Engineer Rd. 

Schmidt Electronics, 3463 16th St. 

Instrument Laboratory, Inc., 934 Elliot Ave., West. 

.Sturtz Instrument Co., 4705 Mission Rd. 

.Radio Distributing Co., 1212 High St. 

Electro-Meters Co., Ltd., 184 Milvan Dr.. 


RAvenswood 6-4343 
,758-7205 

UNiversity 4-2494 
,333-0326 
539-4460 
Lincoln 9-5252 
432-0010 

CLearwater 1-4609 

224-0871 
567-3756 
Lincoln 7-1000 
Victoria 9-6187 

566-787 

MOhawk 6-1914 
MAdison 6-6894 

.685-4340 
PArkway 1-5335 
ORegon 5-2400 
GArden 3-5589 
ORchard 3-5600 
CR 9-6249 

AD 5-1217, 995-7553 

278-2200 

HE 1-1088 

.ATwater 3-5850 

236-4705 

287-2911 

741-5972 


TRIPIETT ElECTRICIIl IRSTRURIEnT tfl-- 
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Last month Leach 
introduced a new line of 
subminiature relays 

•f so how come we haven’t heard from you yet ? j- 


We heard from 2476 other engineers but you weren’t 
one of them — and the new series was designed for you. 

You kept saying you wanted true subminiature relays 
for difficult aerospace and printed circuit applications. 
You bugged us about environment, packaging density, 
contamination, and like that. And then you said, the 
problem really revolves more around reliability than 
mere size and weight. A really new solution, you said, 
don't just put old reliable in the shrink tank. 



Series E 

Dry circuit through 2 amps 2PDT 
all welded, half size, subminiature 
relay ideal for PC; 6 mounting and 
3 terminal types; 6, 12, 26.5 VDC 
operation; 100-G shock, 30-G vibration; 
0.28 ounce — MIL-R-5757 

Series J 

10 amp 2PDT 

all welded hermetically sealed 
subminiature relay; 6, 12, 26.5 VDC 
operation; 6 mounting and 4 terminal 
types; 100-G shock, 30-G vibration; 

1.2 ounces —MIL-R-6106 

also available as 115 VAC, 400 cps 


OK — so we started from scratch — complete new 
design to assure highest technological development; 
electron beam welding to eliminate solder flux 
contamination; "balanced armature” design to deliver 
positive force to drive moving contacts; bifurcated 
contacts to increase contact pressure and reduce contact 
bounce and resistance; contacts and motor assembly 
welded right to the header to eliminate internal wiring; 
even Teflon to prevent outgassing. We went all the 
way, and still we haven’t heard from you. 

But it’s not too late. If you act now you can still get a 
complete set of specifications on these new models, plus 
your own personal Subminiature Relay Design Kit. But 
don’t delay. This offer expires sometime in the future. 



Series JH 

10 amp polarized 2PDT 
all welded, special environment 
subminiature relay features increased 
contact pressure; 4 mounting and 
3 terminal types; 500-G shock, 50-G 
vibration; 1.4 ounces —MIL-R-6106 
also available as 115 VAC, 400 cps 


Series KH 

10 amp polarized 4PDT 
special environment subminiature relay 
four pole version of JH series; all 
other specifications identical 


Series C-200 

10 amp midget 2PDT 
all welded subminiature relay; 6, 12, 
26.5 VDC operation; 4 mounting and 
3 terminal types; 50-G shock, 20-G 
vibration; 1.1 ounces — MIL-R-5757 
also available as 115 VAC, 400 cps 


LEACH 

CORPORATION 


RELAY DIVISION: 5915 Avalon Boulevard, Los Angeles 3, California. Export: LEACH INTERNATIONAL, S.A. 
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Sub-miniature coax, standard ma¬ 
chined or formed strip contacts can be 
intermixed instantly in the same con¬ 
nector block. 

You can begin wiring your breadboard 
or prototype with standard wire. If noise 
develops, just switch signal leads to sub- 
miniature coax without changing the 
connector block. 

Here's a twist. You can also convert 
standard leads to twisted pair. In case 
we forgot to mention it, the sub-minia¬ 


ture coax contacts take twisted pairs as 
well as coax cable. 

And the formed contact is a big money |jjj|j 
saver in initial and installed costs. Throw 
in the automatic Burndy Hyfematic™ H 
and crimp up to 3000 contacts per 
hour. Blocks available for 14 to 152 
positions. 

Now put it all together. Contact inter¬ 
mixing, economy, universality. Get in 
touch with Burndy for all the details. 

Hurry. 
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Norwalk 


Connecticut 


From breadboard to prototype to production. 


















so that you may improve your harnesses 
... while you save money, too! 


ttMUOU* 


hmwess 
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“Improve” is the guide-word of the elec¬ 
tronics field—but has your harness operation 
kept pace? If you could improve your harness 
product —and save money at the same time — 
wouldn't you be interested? Where do you go 
for help in achieving this desirable situation? 
To Gudebrod—there is no comparable source 
for such help in the industry. That's why 
management at the Gudebrod Electronic 
Division is offering to make a Consultant’s 
Report on your harness department oper¬ 
ation. With self-interest they believe that 
improving the state of the art in the industry 
will improve their own business atmosphere. 
So—why not take advantage of Gudebrod's 
wealth of tape engineering experience and 
knowledge—there is no cost or obligation 
attached to it! 

STANDARDS 

To improve your standards specifications, 
Gudebrod can suggest tapes for high or low 
temperature use, for fungistatic qualities, for 
burnproof features, for vacuum use, as well as 
for material specifications and for tensile 
strength. The more than 200 types of fiat tape 
in the Gudebrod line are specially designed, 
not only to meet various specifications but to 
facilitate the tying operation. Production 
quantities of tape especially for your use can 
be made if necessary. With this intimate 
knowledge of lacing tape, the recommenda¬ 
tions contained in the Gudebrod Consultant's 
Report will help your Standards Engineer— 
to improve your product and to save money. 

METHODS 

In designing lacing tapes to meet various 
specifications, the Gudebrod research and de¬ 


velopment operations have kept in mind the 
basic idea of producing tapes that “tie them¬ 
selves.” The originator of the fiat braided tape 
which did so much to improve wire harnessing 
and at the same time tremendously increase 
the safety factor for workers, Gudebrod con¬ 
tinues to pioneer in the use of better mate¬ 
rials, and in a closer regard for specifications. 
Taking advantage of the “tie-ability” of 
Gudebrod tapes is important to your Meth¬ 
ods Engineer. The recommendations con¬ 
tained in the Gudebrod Consultant's Report 
will help your Methods Engineer to improve 
your product and save money. 

PRODUCTION 

Implementing the requirements of the Speci¬ 
fications and Methods Engineers in econom¬ 
ical operation is the problem of the Production 
Engineer. Gudebrod can show how to use the 
Cable-Lacer, how to take advantage of dis¬ 
pensing packages, cut lengths, special rigs and 
other labor speeding and easing means. 
Whether your harness work is custom or pro¬ 
duction there are ways of improving your 
operations that may not have occurred to you 
—that's why the recommendations contained 
in the Gudebrod Consultant's Report will 
help your Production Engineer—in improving 
your product—in saving money. 

SURVEY AND CONSULTANT'S REPORT 
—FREE 

Here is all you have to do—write or phone 
Gudebrod. At your convenience a Gudebrod 
representative will complete a survey working 
with your Standards, Methods and Produc¬ 
tion Engineers. This will be reviewed by 
engineers at the Gudebrod Home Office. 
Written recommendations will be prepared 
and sent to you. There will be absolutely no 
cost or obligation. Why not get your Con¬ 
sultant's Report under way—get in touch 
with Gudebrod today. 



UDEBROD BROS. SILK CO., INC. 


• FOUNDED IN 1870■ 




12 SOUTH 


12th STREET, PHILADELPHIA, PENNSYLVANIA 19107 
Area Code 215, WA 2-1122 
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printed circuit, 
panel mount, 
“Loc-Tab”, 
bushing mount 
and two-hole 
mounting styles 


occupy less 
than 0.23 sq. in 
chassis or 
panel area 


r AfT'r 
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THESE TINY AIR VARIABLES 
SOLVE BIG DESIGN PROBLEMS! 


Cut costs—improve performance—and save valuable space with these tiny sub-miniature air 
variable capacitors! “U” requires less than 0.2 square inch for chassis or panel mounting ... 
types “UA” and “UB" require less than 0.23 square inch! Unique precision design with 
stators and rotors machined from one piece of solid brass, provides outstanding mechanical 
stability and uniformity. High “Q”—greater than 1500 at 1 Me. High torque-to-mass ratio 
—2Vi to 10 inch-ounces. Exceptionally low temperature coefficient—plus 45 ± 15 PPM/°C. 
Provides absolute freedom from moisture entrapment found in trimmer capacitors of the 
enclosed or solid dielectric type. All metal parts silver-plated. Ceramic is Grade L-423 steatite, 
or better. Exceptionally uniform delta C and voltage characteristics. Choice of wide, double- 
pierced or printed circuit style terminals. Single-section models available in “Loc-Tab”; 
2-Hole; Printed Circuit; and #10-32 Bushing Mount Types—Differential and Butterfly models 


available in Printed Circuit Types. 


TYPE “V” MINIATURES-Slightly 
larger than the Type "IT series, the 
“V" miniatures offer all of the design, 
construction and performance features 
of the ‘‘U"s plus higher capacity with 
little increase in mounting area require¬ 
ment. Available in Single Section types 
for printed circuit or panel mounting. 



"U-LC" TUNERS—Combines 
precision machined Type “IT 
capacitor with air-wound, 
silver-plated inductor. Offers 
low cost, compact tuneable 
L-C circuit with excellent “Q” 
and temperature stability! 



DETAILED CATALOG AVAILABLE—In addition to the variable capacitors described above, Johnson also 
manufactures other electronic components. For complete specifications and current prices, write for 
Components Catalog 984. 



E. F. JOHNSON COMPANY 

3332 TENTH AVE. S.W. • WASECA, MINNESOTA 56093 
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Take the 5894 out of the Amperex line of twin tetrodes 
and what have you got... 


what have you got? 


You’ve got the best developed, best 
manufactured, best proven line of indirect¬ 
ly-heated push-pull tetrodes in the world! 

You’ve got the kind of tube quality, 
uniformity and applications assistance that 
only the oldest and biggest producer of 
vehicular communications types can offer! 

You’ve even got new tetrodes on the 
way that’ll revolutionize your design think¬ 
ing as completely as the 5894 already has. 

So you’ve got everything except the 


5S94. Isn’t it lucky you can get that from 
Amperex, too. 

But come to think of it you always 
could. We developed the 5894 in the first 
place, you know. 

To get the word on Amperex Indirectly- 
Heated Twin-Tetrodes for your special 
vehicular communications application, wire 
or write: 

Amperex Electronic Corporation, Tube 
Division, Ilicksville, L. I., N. Y. 11802. 
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TYPICAL OPERATING CONDITION 


Approx. 

Approx. Load Power 
Tube Freq. Drive Power Output 

Type (Me.) (Watts) (Watts) 

5894. 250. 6. 96 

470. 3. 33 

6252. 200. 2. 67 

6360. 175. 1.0. 16 

6907. 470. 3.0. 24 

6939. 470. 1.2. 6.0 

7377. 470. 1.4. 12.5 

960. 1.5. 5.0 

7854. 175. 3.5. 163 

8458. 175. 1.2. 30 


Amperex* 

IN CANADA! PHILIPS ELECTRON DtVICES, LTO., TORONTO 17, ONTARIO. 























Is your line going critical? 


New Radiation Digital Distortion Monitor 
offers yisnal readout, operates automatically! 

Why pay $4,000 or more for a digital analyzer, 
when you need a distortion monitor? Radiation's 
new Model 7525 is specifically designed to measure 
distortion on telegraph lines and data links. It 
costs only $1,195, yet offers unique operational 
features which were previously unavailable! 

This solid state unit is engineered for simplicity of 
operation, and may be used for 24-hour unattended 
surveillance of lines if desired. Numerical readout of 
peak distortion is indicated with an accuracy of ± 2%. 
Speed, display time, and distortion levels from 
0 to 50% are all selected from the front panel. 
Another feature is its alarm output, which actuates 
recording or counting equipment when distortion 
levels reach a pre-selected point. 

Model 7525 is supplied with standard speeds of 
45.5, 50, 55.6, 75 and 150 bauds. However, any 
speed from 0 to 4,800 bits can be added at any time 
by using Radiation plug-in crystals. The unit requires 
only 3.5" of vertical rack or panel space, and 
weighs only 14 pounds. 

Radiation Model 7525 Digital Distortion Monitor 
may be used alone or in conjunction with other 
equipment such as the Model 7210 Automatic 
10-Line Scanner. Write for details. Radiation 
Incorporated, Products Division, Department EL-06, 
Melbourne, Florida. Phone: (305) 723-1511. 
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grown... 1721 different standard units 
ready for use in your radar, guidance, countermeasures or communica* 
tions systems. 

Talk about doing the job...how's this for just one example. It's our 
series XFO-9 operating from 8.0 to 12.4 Gc. Units with 160 me IF and 
50 me passband have typical noise figure of 10.5 db, L.O. to R.F. isolation 
of 15 db minimum and 23 db gain. Standard models are available with 
various center frequencies and output impedances. Units with special 
characteristics can be quickly delivered to meet your specific requirements. 

Now get all the facts from LEL, world's largest manufacturer of mixer-* 
preamps. Send for full information today. 


(516) Amityville 4-2000 / (516) PYramid 9-8200 / TWX Code 516-691-5085 


/ VARIAN 
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CEC’s VR-3600 
establishes new record 
for head life 



It is not news that the VR-3600 is the 
most advanced of all magnetic tape 
recorder/reproducers. This has been 
proved in countless telemetry and lab¬ 
oratory applications. But what is news, 
is the remarkable durability of the 
instrument’s recording heads. 

All reports have shown that CEC's 
head life guarantee of 1000 hours is not 
only realistic but very conservative, 
since in virtually every case the new 
recording heads have surpassed this 
figure with little sign of wear. Compare 
the 1000 hour achievement with the 
performance of the VR-3600’s closest 
competitor, and the savings to the user 
become significant indeed. 

Reason behind the performance: 
these CEC recording heads are of a 
unique material and solid metal pole-tip 
design which completely eliminates the 
weaknesses of conventional head 
lamination or other solid-tip designs. 

Result: a head that both provides 
superior performance at frequencies to 
1.5 me and reduces head wear and 
cleaning to a minimum. 


Other advantages of the VR-3600 
include ... 


1 Bandwidth switchability. With a 
mere flick of a switch, the operator 
may instantly change from wideband 
to narrow band, and back again —thus 
doubling the unit’s capability with no 
change of components required. (On 
special order.) 

2 Constant flux recording for assured 
machine-to-machine compatibility at 
all frequencies and tape speeds (with 
I RIG standards). 

3 Six speed switchable video FM — 
d-c to 500 kc. 

4 Single source responsibility. All 
components are designed and manu¬ 
factured by CEC ... including the 
video FM! 


Important features: 

® Pushbutton selection of six transport 
speeds along with associated electronics. 

® Each of the VR-3600’s 7 or 14 record/ 
reproduce channels can be used for data 
storage in the 400 cps to 1.5 me or d-c to 
500 kc frequency range. 


[•] Automatic end-of-reel sensing stops 
tape without leaders; transfer switch pro¬ 
vides start command for nearby recorder 
and 30 second overlap of recorded data 
between machines —at no extra cost. 

[•] IRIG or 18.24 kc AM servo system or 
time expansion/contraction servo system 
using common assemblies mean low cost 
for any version or combination of servo 
systems. 

® Tape is constantly cleaned by optional 
vacuum/ionization; tension controlled, in 
all modes, by closed-loop servo control. 

Individual plug-in equalizers (6 per 
amplifier) meet all specifications simultane¬ 
ously. Buy only those required, then set 
and forget. 

\m\ Record and reproduce amplifiers are 
solid state; the direct system fully 
amplitude- and phase-equalized. 

® Tape transport skew is less than 0.5 
/zsec; complete cumulative flutter less than 
0.30% p-p at 120 ips. 

[•] The system may be supplied in single 
or dual rack configurations, with or 
without a dolly. 

For all the facts about the VR-3600, call 
CEC or write for Bulletin 3600-X14. 



Data Recorders Division 

CONSOLIDATED 

ELECTRODYNAMICS 

A SUBSIDIARY OF BELL & HOWELL/PASADENA. CALIF. 91109 
INTERNATIONAL SUBSIDIARIES: WOKING. SURREY, ENGLAND 
AND FRIEDBERG (HESSEN). W. GERMANY 
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more watts per dollar 


Check the specs and the price ($145) and you will find: Sorensen's new 
QRB40-.75 "ranger” delivers V/i times the watts per dollar of most competi¬ 
tive power supplies. ..with no stinting on performance. 

CONSTANT CURRENT... Unit can be externally converted to a highly regulated 
(0.15%) constant current supply. 

CURRENT LIMITING... Provides automatic protection against short circuit or 
overload. Also acts to provide automatic transfer from the normal constant 
voltage mode to a constant current mode whenever the load demands 
more current than the limiter has been set to supply. 


RESOLUTION...Output can be finely adjusted to 4mv on the 40-volt model; 
3mv on the 30-volt model; and 2mv on the 20-volt and 15-volt models. 
OTHER QRB FEATURES include programmability, series/parallel operation, 
and remote sensing. 

For complete data on the QRB series and other Sorensen products send for 
the new, 140-page "Controlled Power Catalog and Handbook.” Write 
Sorensen, Richards Avenue, South Norwalk, AAA 
Connecticut. Or use reader service card number w. 


ELECTRICAL & MECHANICAL SPECIFICATIONS 



OUTPUT 

OUTPUT 

% REG. 


RESP. 

TEMP. 

CABINET SIZE 


RACK PANEL 


MODEL 

VOLTAGE 

CURRENT 

(LINE & 

RMS 

TIME 

COEF. 


INCHES 


INCHES 

WEIGHT 

NUMBER 

RANGE (VDC) 

(AMPS.) 

LOAD COMB.) 

RIPPLE (MICROSEC.) 

(%/°C.) 

WIDTH 

HEIGHT 

DEPTH 

HEIGHT 

(LBS.) 

QRB15-2 

0-15 

0-2 

±(0.01% + lmv) 

0.15mv 

50 

±0.015 

8% 

5 Vs 

9 

5% 

10.75 

QRB20-1.5 

0-20 

0-1.5 

±(0.01% + lmv) 

0.15mv 

50 

±0.015 

8Va 

5 Vs 

9 

514 

10.75 

QRB30-1 

0-30 

0-1 

±(0.01% + lmv) 

0.15mv 

50 

±0.015 

8% 

5 Vs 

9 

5% 

10.75 

QRB40-.75 

0-40 

0-.75 

±(0.01% + lmv) 

0.15mv 

50 

±0.015 

8% 

5 Vs 

9 

5% 

10.75 
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“Let me mix you a gas! ” 


Nitrogen- 

Hydrogen? 

Argon- 
Helium? 

Argon- 
Carbon 
Dioxide? 


You’re looking at a new Airco gas proportioned 
one of the most versatile units manufactured today. 
It meters, mixes, and delivers the gases you order, 
in any ratio from 50 :50 up to 100:0 with pinpoint 
accuracy. Whether you select Airco’s 1000 CFH 
variable, or 6000 CFH fixed proportioner, you’re 
always assured of precise gas mixture. 

With the 1000 CFH unit, only one proportioner 
is required for any ratio of gas mixtures. Multiple- 
control consoles can be interconnected to produce 
complex gas mixtures. 

The 6000 CFH unit is designed to mix two 

( AIRCO 


gases to your specification and is factory calibrated 
and the ratio is preset to assure continuous delivery 
of your mixture into your shop pipeline. After the 
proportioner is placed into operation, accuracy 
of the required mixture is assured by precision- 
designed and machined metering orifices. 

These proportioners can be interconnected to 
increase the CFH output. For further information 
on design features, installation and operation, get 
your copy of our new booklet on demand-type gas 
proportioners. Contact your local Airco office or 
Authorized Airco Distributor. 


AIRCO WELDING PRODUCTS 

-— A DIVISION OF AIR REDUCTION COMPANY, INC. 

150 EAST 42ND STREET, NEW YORK, N.Y. 10017 
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NOW...A QUALITY EDGE BOARD CONNECTOR 
THAT COSTS LESS THAN 90C 


MEET OUR NEW 8 BALL SERIES! 100 of these 
12 position, 24 contact connectors sell for only 
89c each. That's why we call it the 8 Ball Series. 
1+ gets you out from behind high costs, gives you 
a quality product at one-half the former price. 
Put that in your side pocket and you've got 
military-type performance at commercial prices. 

These newly designed connectors have bifur¬ 
cated contacts plated gold over tin-nickel for 
high conductivity and durability. The dielectric 
is a high temperature, moisture-resistant phenolic 
which meets MIL M-14, type MFG. These 8 Bailers 
will maintain minimum contact resistance even 
during vibration. They're offered in 6, 10, 12, 15, 
18, 22, 28 and 30 contact pairs with 4 termination 
types: for #53 taper pins, for dip soldering, 90° 
for dip soldering, and solder terminal. Accom-. 


modate printed circuit boards from .054 to .071 in 
thickness. Here is high quality, rugged reliability 
for 1/16" double or single sided boards at the 
lowest cost ever. 

Prompt delivery and engineering assistance 
by factory trained sales engineers are assured 
through a nationwide network of distributors and 
regional offices in 17 major cities. 

For complete specifications on the 8 Ball Series 
and the Winchester line, ask for the 1965 Hand¬ 
book of Standard Connectors. Write: Main Street 
and Hillside Avenue, Oakville, Connecticut, U.S. A. 
In Europe: N.V. Litton Benelux, S.A., 16 Rue du 
Musee, Brussels 1, Belgium. 


ffi 


WINCHESTER ELECTRONICS 

DIVISION OF LITTON INDUSTRIES 
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Here is the D52 

It is the best scope you can buy 


$495. 



We have to qualify that statement, of course. But not very 
much. Within its range of application no dual beam scope 
will perform better or more reliably than Data Instruments 
D52. Consider the features: A five inch precision flat face CRT 
with an illuminated graticule. Built-in critically damped am¬ 
plifiers for accurate response. Frequency compensated atten¬ 
uators and an extremely linear time base with trigger level and 
stability controls. A full year warranty and complete field and 
factory service. Look at the specs: 


VERTICAL AMPLIFIER 

BANDWIDTH 

SENSITIVITY/cm 

RISETIME 

IMPEDANCE 

ACCURACY 

(1) DC-6mc 

(2) DC-300kc 

100mv to 50V 
lOmv to 5V 

.06 /xsec 

1Mfi + 30pf 

±5% 

TIME BASE 

CRT 

PHYSICAL 

SPEED/cm 

TRIGGER & 
HOR. AMP 

DIA. 

PHOSPHOR 

VOLTS 

DIM. & WT. 

1/iS to 0.5 sec. 
±5% „ 

Exp. x 10 
10cps-400kc 

5" 

P1-P7 
dual beam 

3.6kv 

15"x9i4"x8/ J '' 
24 lbs. 

The S52, with matched X and Y Amplifiers is also available at $575 


Better still, use it. Drop us a note and well arrange a demon¬ 
stration in your plant. You'll agree, that within its range the 
D52 is the best scope you can buy. And at $495 you can buy it. 

Data Instruments Div. • 7300 Crescent Blvd. • Pennsauken, N.J. 


data instruments 
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Space electronics 


The little computer 
that didn’t 

“Busy little computer. Handy thing 
to have aboard when you are travel¬ 
ing over 17,000 miles an hour,” 
said the International Business 
Machines Corp. advertisement that 
appeared in several newspapers the 
morning before Gemini 4 splashed 
down successfully in the Atlantic. 
Handy it was—but only for the 
first three-quarters of its 97-hour, 

58- minute mission in space. On 
Sunday, the day before reentry, the 

59- pound, hatbox-sized computer 
wasn’t busy any more. It quit guid¬ 
ing the astronauts through their 
complex maneuvers when a little 
light went on, indicating a malfunc¬ 
tion in the computer or in asso¬ 
ciated circuitry. 

The astronauts, Maj. James A. 
McDivitt and Maj. Edward H. 
White 2nd, still landed safely, only 
40 miles short of the planned spot. 
Actual splashdown was 390 miles 
east of Cape Kennedy and 230 
miles north of San Salvador island. 
The reentry path was plotted by 
the National Aeronautics and Space 
Administration’s Manned Space¬ 
craft Center in Houston, which was 
directing an orbital flight for the 
first time. 

Ironically, in the earlier Gemini 
flight of Virgil I. Grissom and 
John W. Young, the computer 
worked perfectly; but during re¬ 
entry, the astronauts received data 
from ground control that conflicted 
with that produced by the on-board 
instrument. They assumed that the 
midget instrument was wrong, used 
the data from ground—and steered 
into a reentry path that ended 58 
miles short of the target area. 

Because of severe space limita¬ 
tions, the Gemini computer was 
designed without redundant cir¬ 
cuits [Electronics, May 3, p. 71]. 


Successful mission. In most re¬ 
spects, the second Gemini was 
A-OK. On Thursday, the first day, 
the cabin was depressurized and 
White slipped through one of the 
hatches into space. There he floated 
for about 20 minutes, maneuvering 
with an oxygen-powered, hand-held 
rocket gun. His space walk—twice 
as long as Cosmonaut Aleksei 
Leonov’s in March—elated space 
officials and the public. Even the 
Russians congratulated White on 
his brief experience as a satellite. 

Gemini 4 performed several ex¬ 
periments that may affect the de¬ 
sign of future spacecraft. It may 
take several days, however, before 
full details on the experiments are 
released. 

In one test, a sensor on the skin 
of the craft measured the electro- 



Gemini-Titan 4 blasts off on 
four day mission. 



Gemini computer (center) shown 
with its memory element (left). In 
foreground is example of microcircuit 
used; these are interconnected with 
printed wiring plane similar to that 
shown at right. 


static charge that builds up as 
the ship rockets through the atmos¬ 
phere during launch. A vibrating, 
disk-shaped sensor was extended 
from the retro adapter section of 
the ship during orbit to make the 
measurement. NASA believes that 
no more than one volt builds up 
on the skin of the ship; but it wants 
to be sure before it attempts dock¬ 
ing between a Gemini capsule and 
an Agena rocket stage. If a high 
potential were present, space offi¬ 
cials fear, an arc could ignite the 
fuel remaining in Gemini. 

Radiation shield. In another ex¬ 
periment, designed primarily to im¬ 
prove the radiation shielding for 
future craft, a spectrometer meas¬ 
ured the frequency and energy 
level of protons and electrons that 
struck the ship. The spectrometer 
was used in conjunction with a 
magnetometer that measured the 
various levels of the earth’s mag¬ 
netic field as the craft orbited the 
earth. 

The United States’ first attempt 
at rendezvous in space was a fail¬ 
ure. The launch vehicle went into 
a slightly different orbit soon after 
the capsule separated from it, and 
the astronauts had to quit trying 
to “catch up” with the rocket when 
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it became apparent that they were 
using too much fuel. In the next 
Gemini launch, in mid-August, 
NASA will attempt a rendezvous 
with the rocket stage—but this 
time with the help of radar. And 
in October, during a two-day mis¬ 
sion, astronauts will try to dock 
with an Agena rocket stage. 


Manufacturing 


1C transistor islands 

A couple of new processing tricks 
and a couple of known ones have 
been combined by International 
Business Machines Corp. scientists 
into a new way of isolating the 
transistors of integrated circuits 
and improving performance at high 
frequencies. 

IBM says its methods sharpen 
the impurity gradients between the 
layers of silicon in transistors and 
reduce the collector resistance, iso¬ 
lation capacitance and current leak¬ 
age. To a large extent, these factors 
determine how effectively a mono¬ 
lithic circuit can operate at very 
high switching speeds. 

Forming an island. Isolation is 
needed in integrated circuits for 
electrical separation of the circuit 
components. Usually, separation is 
achieved by diffusing impurities 
into the silicon crystal, forming 
“islands” in which the components 
are then formed by further diffu¬ 
sions. A high-speed transistor is 


generally made by diffusing an n+ 
buried layer into a substrate of 
p silicon, epitaxially growing an n 
layer on the substrate, isolating the 
n region by a p diffusion forming 
the collector and then diffusing a 
p base and an n emitter. 

IBM's processes are primarily 
concerned with forming and isolat¬ 
ing the first two layers, by methods 
which do not require diffusion of 
a p-n function. The n-n junctions 
are formed by epitaxial growth of 
an n-layer on top of a p layer, or 
they are eh’minated. The methods 
were described last month at the 
Electrochemical Society meeting in 
San Francisco by V. Y. Doo, D. K. 
Seto and B. E. Jones of IBM's Sys¬ 
tems Development division, Pough¬ 
keepsie, N. Y. 

Grown junctions. One basic non¬ 
diffusion method of isolation is a 
process that IBM calls etch re¬ 
growth. It is similar to the mask- 
epitaxy process that was recently 
developed in Japan by the Tokyo 
Shibaura Electric Co. [Electronics, 
April 5, p. 185], and has similar 
advantages. 

IBM says that etch-regrowth iso¬ 
lation is a simpler, less expensive 
process than diffusion isolation. 
To date, at least, integrated-cir¬ 
cuit manufacturers have generally 
agreed that diffusion is the simplest 
way. 

IBM forms p barriers out of the 
silicon substrate. The substrate is 
oxidized, windows are etched in 
the oxide and the exposed p silicon 
is etched. The holes are then filled 
with n material that is grown epi¬ 


taxially. This provides the type of 
islands illustrated in sketch A 
below. 

Dielectric isolation. The second 
process, dielectric isolation, has 
already been used by several other 
companies [Electronics, April 6, 
1964, p. 23, and June 1, 1964, p. 23]. 
Channels are etched in the n mate¬ 
rial and are oxidized and filled with 
polycrystalline silicon. Then the n 
material is lapped away until only 
islands, surrounded by insulating 
moats, remain. 

Usually, the moats are formed 
after the epitaxial layer is grown. 
IBM grows the n layer afterwards, 
by the etch-regrowth method. This 
means that the junction between 
the n + and n layers is not disturbed 
by the high-temperature processing 
required to form the moats. Also, 
virgin n material is grown in the 
islands. Other integrated-circuit 
manufacturers have complained in 
the past that lapping down the n- 
type silicon is a messy process, 
hard to control. 

Sketch B illustrates the type of 
islands IBM gets. 

Isolation combination. Sketches 
C and D illustrate a composite of 
dielectric and junction isolation. 
The islands are formed by diffusihg 
p+ guard rings into the p-sub- 
strate, growing n and n^ layers in 
oxide windows, and depositing 
polycrystalline silicon atop the re¬ 
maining oxide, to form the struc¬ 
ture seen in sketch C. Then the 
excess polycrystalline silicon is re¬ 
moved, leaving the islands seen 
in sketch D. 




Three routes to the transistor islands: Sketch A illustrates etch regrowth; B shows dielectric isolation and etch regrowth; 
C and D show dielectric-junction isolation before and after the excess polycrystalline silicon is removed. 
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Military 


Sick Phoenix 

Phoenix, the long-range air-to-air 
missile that’s being designed for 
the F-111B, the Navy version of 
the TFX, appears to be getting 
embroiled in as much controversy 
as the fighter plane itself. Already 
a year behind schedule, and with 
development costs skyrocketing, 
the missile faces new delays that 
may keep it grounded for a couple 
of years. 

Late last month, the Hughes Air¬ 
craft Co., prime contractor for the 
top-secret missile, apparently con¬ 
vinced the Navy that Litton In¬ 
dustries, Inc., wasn’t performing 
adequately on the job of develop¬ 
ing the computer—the heart of the 
complex guidance systems. Hughes 
is understood to be phasing Litton 
out of the project. 

“There have been many prob¬ 
lems with the computer. It will be 
necessary to rebuild or redesign 
(it) . . . disclosed Robert Morse, 
Assistance Secretary of the Navy 
for Research and Development, in 
recently released and partially cen¬ 
sored testimony before the House 
Defense Appropriations subcom¬ 
mittee. 

What this will mean to the over¬ 
all project is still unclear. It isn’t 
even known at this time whether 
Hughes will undertake develop¬ 
ment of the high-speed digital com¬ 
puter itself or farm the project out 
to another subcontractor. However, 
Hughes is understood to be nego¬ 
tiating with two computer builders 
—the Univac division of the Sperry 
Rand Corp. and the Control Data 
Corp. It’s understood that the pro¬ 
totype computers that Litton pro¬ 
duced were far too bulky for the 
already overweight F-111B. 

Eye on the Sparrow. The Navy 
is hedging its bet on the Phoenix. 
Although the military won’t dis¬ 
close when the missile is scheduled 
to be in operation, the best guess 
is that late 1968 or early 1969 is 
the target date. However, Harold 
Brown, the Pentagon’s director of 
defense research and engineering, 


recently told a congressional com¬ 
mittee that the Navy is giving some 
thought to upgrading the Raytheon 
Co.’s Sparrow III missile in case 
the Phoenix doesn’t pan out. But 
he was quick to add that the De¬ 
fense Department still wants to go 
ahead with the Phoenix. 

Development of the missile, 
started in 1963, is expected to cost 
about $275 million. But the new 
delay may nudge that figure much 
higher; already it is estimated to 
be $12 million over the budget. 

The delay apparently is affecting 
the F-111B both favorably and un¬ 
favorably. Although production 
scheduling of the craft is being 
slowed, distressing the Navy, aero¬ 
nautical engineers are getting more 
time to trim the excess weight 
from the plane, which now is well 
over the 64,000-pound limit. 

Company squabble. A dispute 
between Litton and Hughes over 
development of the computer has 
been going on for some time. At 
one point, a source close to the 
companies says, costs of the com¬ 
puter climbed so high that Hughes, 
in anger, cut off some development 
money to Litton, causing a layoff 
of some of the engineers working 
on the project. Litton countered by 
blaming poor management at 
Hughes for some of the problems, 
the source adds. 

Another source asserts that 
Hughes “may not have kept as 
tight a control over its subcon¬ 
tractors as it should have.” 

The task set for the Phoenix 
missile, according to Morse, “is a 
pretty formidable one.” The sys¬ 
tem will be able to launch and 
control up to six missiles at one 
time. Signals from infrared and 
radar target sensors on the missile 
will be processed by the solid state 
digital computer, and the output 
will be visually displayed for the 
missile control officer. The systems 
will have built-in self-test features. 


Radar penmanship 

A radar operator tracking a mov¬ 
ing target has to perform some fast 
dial twirling to get the range of the 


target on his scope. To determine 
range, he turns two dials, or cranks, 
that center a spot of light on the 
target’s blip. On a radar’s plan po¬ 
sition indicator, the distance from 
the center of the scope to the blip 
—representing the range of the 
target—is mechanically converted 
into a digital readout, with typical 
errors of 20 to 30 yards at a range 
of 10,000 yards. And it may take 
the operator up to a minute to cen¬ 
ter the spot on the blip. 

But a system now being tested 
by the Navy eliminates the me¬ 
chanical technique that’s used to 
obtain range and replaces it with 
an electronic method which is 10 
times more accurate and signif¬ 
icantly faster. 

The system, developed by Eldo¬ 
rado Electronics Co. of Concord, 
Calif., in cooperation with the 
Navy’s Mine Defense Laboratory, 
uses a pen-like photosensitive 
sensor to track a target on the ra¬ 
dar’s cathode-ray tube. 

No jitter. As in conventional ra¬ 
dar, a pulse is emitted by the trans¬ 
mitter’s magnetron. But the trigger 
that fires the pulse doesn’t start 
the counter, which measures the 
time it takes for the pulse to reach 
the target and return. Instead, the 
spillover from the transmitted 
pulse triggers the counter, elimi¬ 
nating the error caused by the vary¬ 
ing time it takes for the magne¬ 
tron’s gas to ionize and fire a pulse. 
By avoiding “jitter”—the lag be¬ 
tween the moment the tube is trig¬ 
gered and the moment the pulse is 
emitted—the designers have elimi¬ 
nated any slow drift in the elec¬ 
tronic system. 

When a blip appears on the ra¬ 
dar’s cathode-ray tube, the operator 
places the photosensitive pen over 
the light before it begins to fade. 
At the next sweep of the radar’s 
antenna, the blip brightens and the 
light picked up by the pen stops 
the counter. 

Thus the interval between the 
moment the pulse leaves the mag¬ 
netron and the moment its return 
signal is picked up by the photo¬ 
sensitive pen represents the tar¬ 
get’s range. Circuitry in the sys¬ 
tems converts this interval into a 
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Data is “drawn” directly into computer with a stylus. The Grafacon 1010 
translates the information, corrects it and adds to it—all in real time. 


distance reading and the figure ap¬ 
pears on Nixie tubes. 

The cathode-ray tube’s video 
system is adjusted to react to the 
leading edge of the return signal, 
further increasing the accuracy of 
the radar. 

Bearing on the blip. A separate 
electronic system provides digital 
readout on the target’s bearing. It 
contains a magnetic encoder which 
is attached to the radar antenna’s 
servomotor. Pulses representing a 
tenth of a degree of rotation are 
fed into the system. When a blip is 
picked up by the photosensitive 
pen, not only does it stop the 
counter but at the same time it 
activates circuitry that stores the 
last bearing code. That code is then 
translated and read out on other 
Nixie tubes. 

The basic concept for use of the 
photosensitive pen in the radar 
system came from Marlow Henne, 
project manager at the Navy’s 
Mine Defense Laboratory. So far, 
Eldorado has built two units for 
the Navy. One is being tested on 
a minesweeper, where an error of 
a few yards in locating a mine may 
spell disaster. The second is under 
test at the Navy’s mine lab at Pan¬ 
ama City, Fla. 


Computers 


Picture that 

Computer users are sometimes 
swamped by the flood of data spew¬ 
ing out of the machine on punched 
cards, magnetic tape or paper. A 
system with graphic input and out¬ 
put, with which a scientist could 
write a question into a computer 
and get the answer displayed on a 
screen, would help control the 
flood. 

A light pen that “writes” on a 
cathode-ray tube is one such aid. 
A more sophisticated device that 
will accept graphic data and simul¬ 
taneously display the data on a 
screen has been developed by the 
Data Equipment Corp., a subsidi¬ 
ary of Holt, Berenak & Newman, 


Inc. And National Aeronautics and 
Space Administration engineers 
have devised a system in which 
data on the position of an orbiting 
spacecraft is translated directly 
onto film, so an observer can watch 
a “cartoon” of the craft as it 
changes position in space. 

Copper pad. Data Equipment’s 
instrument, called Grafacon 1010, 
consists of a stylus and a 10-inch- 
square “writing pad” that’s made 
of a copper grid etched on a Mylar 
subsurface. There are more than a 
million intersecting points on the 
grid. Coded signals are placed on 
each of the points by applying a 
train of 20 positive and negative 
pulses at each of the intersections 
every 220 microseconds. When the 
stylus passes over the grid, it ca- 
pacitively picks up the codes and 
feeds them into the computer. 
These signals may then be dis¬ 
played on a cathode-ray tube. 

The user can draw a curve onto 
the grid, and the computer can 
quickly calculate the area under it, 
its length, or its mathematical 
formula. The system can also 
straighten a crooked line and ad¬ 
just a curve or a diagram to fit into 
a formula or execute any program- 
able task—all in real time. 

Doing the twist. In the technique 
being developed at NASA’s God¬ 
dard Space Flight Center at Green- 
belt, Md., data on the complex 
twisting motion of the Orbiting 


Geophysical Observatory (OGO) is 
fed into a computer. It is difficult 
for the NASA engineers to deter¬ 
mine from these millions of bits of 
data whether OGO’s sensors are 
pointing in the right direction. To 
make it easy to determine OGO’s 
attitude, the satellite information is 
translated into a graphical output, 
which is recorded on moving film 
by a high-speed Stromberg-Carl- 
son 4020 printer made by the Gen¬ 
eral Dynamics Corp. 

The film is automatically devel¬ 
oped inside the system and then 
shown on an ordinary projector. 
OGO, then, appears as a cartoon, 
going through its turn in space. 


Avionics 


Belling the CAT 

For more than a year, several labo¬ 
ratories around the country have 
been trying to track down CAT 
(clear air turbulence), a meteoro¬ 
logical phenomenon that is sus¬ 
pected of contributing to a dozen 
crashes or near-crashes of jets in 
the past five years. 

In some of the experiments, 
scientists have aimed laser beams 
into the sky, hoping that backscat- 
ter off dust particles or water vapor 
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would provide clues to the origins 
of CAT and suggest techniques for 
detecting it [Electronics, Jan. 11, 
1964, p. 40]. In all of these experi¬ 
ments, the research tools have been 
single beam lasers operating on a 
single wavelength. The Office of 
Naval Research, however, believes 
that research can be speeded by 
using multiple laser beams operat¬ 
ing virtually simultaneously, but 
with different wavelengths and 
polarizations. Each beam, it is 
thought, would detect different at¬ 
mospheric characteristics, provid¬ 
ing a better over-all view of the 
weather in the area under observa¬ 
tion. 

Four-headed laser. Work on a 
system employing four-headed laser 
radar is nearing completion at the 
Stanford Research Institute at 
Menlo Park, Calif., under a Navy 
contract. Although the Navy is pri- 



Four-headed laser system will be used 
to gather data on clear air turbulence. 


marily interested in learning the 
causes of CAT and developing air¬ 
borne hardware so that turbulence 
can be avoided, the researchers at 
Stanford will be using the tool for 
broader weather studies. Related 
work is under way at Cornell Uni¬ 
versity’s Aeronautical Laboratory; 
and at the University of Michigan, 
researchers are about to test an air¬ 
craft system that will warn the 
pilot of CAT’s ahead. 

In the Stanford system, four ruby 
lasers are triggered sequentially, 
the interval between pulses being 
about a quarter of a microsecond. 
The lasers, operating at wave¬ 
lengths of around 6,943 angstroms, 
are mounted around a prism. The 


output window of each rod is 
aimed at the prism, which is ro¬ 
tated by an air motor at 2,000 revo¬ 
lutions per second. As the laser 
rods are pulsed, the spinning prism 
reflects the 10-megawatt peak 
power pulses from each rod in 
turn, transmitting the radiation 
through an optical system. The 
laser power ratings will be in¬ 
creased later to 50 megawatts peak. 

In some experiments, the laser 
cavity will be heated or cooled to 
alter the laser’s radiating wave¬ 
length. Stanford scientists say the 
ability to shift wavelength and 
polarization will enable them to 
“see” into some clouds to detect 
their complex internal structure. 

Height of accuracy 

The accuracy of any radar altimeter 
is limited by the precision of the 
counter that measures the time it 
takes for a signal to travel to the 
ground and back to the craft, and 
by the width of the beam at the 
point where it hits the ground. 
Since one nanosecond is equiv¬ 
alent to one-half foot of range, an 
error of a few nanoseconds is sig¬ 
nificant. When there is too wide a 
beam, return signals indicate only 
the highest altitude over uneven 
terrain lying within the area of the 
beam. 

For most purposes, errors of sev¬ 
eral yards at high altitudes are in¬ 
significant, but for photomapping, 
errors of that magnitude introduce 
appreciable inaccuracies. Litton In¬ 
dustries, Inc., in conjunction with 
the Eldorado Electronics Co., has 
developed a photomapping system 
that contains a laser altimeter, 
which measures accurately to with¬ 
in d=3 feet at altitudes of 100,000 
feet. 

Narrow beam. The altimeter 
overcomes both the problem of 
beamwidth and of counting pre¬ 
cision. From an altitude of 100,000 
feet, the laser beam broadens to 
only 25 feet, compared with above 
2,600 feet for a typical radar beam. 
The counter, developed by Eldo¬ 
rado, provides readings accurate to 
within 0.5 nanosecond. 

In the Eldorado system a coher¬ 


ent oscillator eliminates the built-in 
± 1-count error common to digital 
type counters. It does this by a 
phase-locking technique; with it, 
any measured time interval is ref¬ 
erenced to a common starting point 
on each of the clock signals, there¬ 
by eliminating the ambiguity due 
to lack of coherence between the 
start signal and the clock fre¬ 
quency. 

Two clocks. Another innovation 
is the use of an electronic vernier, 
which contributes even further to 
the system’s precision. The Eldo¬ 
rado counter uses two reference 
clocks—one operating at 10 mega¬ 
cycles, or 100 nanoseconds per 
cycle, and the second at 10.1 mega¬ 
cycles, or 99 nanoseconds per cycle. 
When the laser pulse leaves the 
craft, the 10-Mc clock begins 
counting. When the reflected beam 
is detected, the start channel clock 
pulses are totaled on Nixie tube 
decade units. 

The return beam then gates the 
10.1-Mc clock into the counter. 
Pulses are simultaneously fed from 
the 10.1-Mc clock to another pair 
of Nixie tube decade units and a 
coincidence-sensing circuit. When 
coincidence between the 10-Mc and 
10.1-Mc clocks is sensed, the 10.1- 
Mc pulses are inhibited. Thus the 
first pair of Nixies displays the 
number of 100-nanosecond inter¬ 
vals in real time and the second 
pair indicates the number of one- 
nanosecond intervals. 


Communications 


Later bird 

Can anyone with $10 million put 
up his own communications satel¬ 
lite? The unofficial opinion in 
Washington is that the Communi¬ 
cations Satellite Corp. has an ex¬ 
clusive franchise for such opera¬ 
tions; but it became apparent last 
week that Comsat might have to 
supplement Early Bird with a do¬ 
mestic satellite or lose that fran¬ 
chise. 

Following the lead of the Amer- 
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Who 

needs 

this 

surprising 

new 

quarter-ratk 

power 

supply? 


You might—if you're looking 
for precision regulation with the 
versatility needed in today's 
labs. Consider the advantages. 
The new Series HH Silicon 
Quarter-Racks give you the ranges 
you need, without derating— 
even at +60° C! Three precisely 
regulated supplies—0-7V at 
4 amps (HH7-4), 0-14V at 3 amps 
(HH14-3) and 0-32V at 1.5 amps 
(HH32-1.5). And you can 
put any four of them in a b l A" 
rack, series or parallel them—or 
combine them with Trygon's 
renowned half-racks for added 
flexibility. 

Small? Sure. But they're big in 
performance! Regulation-. .01%, 
load and line. Ripple: .5mv 
rms Stability: .05% (.01% 
optional). There's more. 

Constant voltage and constant 
current operation. Automatic 
adjustable current limiting. Front 
panel overload indicator. Remote 
voltage programming. Remote 
sensing. Vernier voltage 
adjustment controls. Optional 
automatic tracking over¬ 
voltage protection. 

Who needs it? If you want a 
versatile, compact precision lab 
or system supply 
for as little 
as $189... 
plus Trygon 
reliability, 

you 
do! 


For all the exciting features, write 




TRYGON 


„ , POWER SUPPLIES 

Roosevelt. New York 
TEL (516) 378 2800 • TWX (516) 868 7508 


ican Broadcasting Co., other broad¬ 
casters, airlines and wire services 
have been flooding the Federal 
Communications Commission with 
requests for permission to orbit a 
bird. After some hesitation, Comsat 
responded. Its president, Joseph V. 
Charyk, disclosed that his company 
may soon call for aerospace indus¬ 
try proposals on a satellite to serve 
broadcasters and the airline indus¬ 
try. 

Such a satellite might choke off 
debate on who should be allowed 
to own satellites by satisfying the 
demand for them. It would relay tv 
shows that otherwise would be 
transmitted over communication 
links of the American Telephone &: 
Telegraph Co. It could also relay 
radio messages from in-flight air¬ 
liners to any area of the world. 

Money talks. Money is the heart 
of the matter. American Broad¬ 
casting System's president, Leon¬ 
ard Goldenson, who first raised 
the question, drew the following 
financial picture: ABC alone spends 
some $15 million a year to distrib¬ 
ute tv programs. (Together, the 
other two networks—the National 
Broadcasting Co. and the Colum¬ 
bia Broadcasting System — pay 
close to $35 million.) After talks 
with the Hughes Aircraft Co., 
builder of Early Bird, Goldenson 
concluded that ABC could save 
millions of dollars if it owned its 
own satellite. 

Shortly after ABC's request, 
Charyk wrote the FCC that “since 
establishment of a communications 
satellite system for commercial 
purposes is a matter entrusted to 
the corporation under the Commu¬ 
nications Satellite Act, we have 
undertaken discussions with the 
American Broadcasting Co. to de¬ 
termine the nature of its require¬ 
ments. We shall analyze these re¬ 
quirements and give consideration 
to the manner best suited for meet¬ 
ing them." 

The domestic satellite envisioned 
by Comsat would have a 500-watt 
primary power supply and could 
be lifted into orbit by the highly 
reliable Atlas-Agena booster. Its 
effective radiated power would be 
about one kilowatt, to service air¬ 
lines' needs, and slightly more to 
provide a 12-television channel ca¬ 


pacity—more than enough to meet 
present tv needs. 

Channel division. Comsat's think¬ 
ing now is to parcel out three tv 
channels to each network, set one 
aside for educational tv and use 
the other two for closed-circuit 
telecasts. The satellite communica¬ 
tion company estimates the cost of 
such a satellite at about $5 million, 
with another $5 million required 
to launch it. 

Comsat engineers say that 
ground stations that do nothing but 
receive the signals can be built for 
about $100,000. Transmitting sta¬ 
tions, however, will run quite a bit 
more. 


Consumer electronics 


Movies take off again 

Now that the Civil Aeronautics 
Board has refused to go along with 
a proposed international ban on in¬ 
flight visual entertainment, it is ex¬ 
pected that most of the world's 
major airlines will have to go into 
show business to meet the com¬ 
petition. 

The two electronics companies 
that will gain most from the deci¬ 
sion are the Sony Corp. of America, 
and the Ampex Corp., suppliers of 
video in-flight entertainment sys¬ 
tems. In direct competition with 
them is Inflight Motion Pictures, 
Inc., offering wide-screen color 
movie projection systems. 

Booming business. Many airlines 
that had held back pending the 
CAB decision are now taking the 
plunge. Pan American World Air¬ 
ways, which had previously can¬ 
celed a $750,000 order for video 
equipment from Sony, has since 
re-ordered. About 35 of Pan Am’s 
82 jets will be fitted by early July, 
and Sony is hopeful of more orders. 
Sony has already outfitted 47 Amer¬ 
ican Airlines planes, and expects to 
fit systems for European airlines 
when the summer tourist season is 
over. 

Originally, Trans World Airlines 
contracted with Inflight Motion 
Pictures for exclusive use of its 
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Du Pont Reagents assure you of fast, dependable service while also ful¬ 
filling your needs for high quality, safety and convenience in handling. 


You Can Depend on Du Pont Reagents for 

SERVICE 


movie system. The Inflight system 
calls for no capital investment; 
movies and projection equipment 
are leased to the airlines at $150 
per flight. The TWA-Inflight con¬ 
tract forced other airlines to install 
expensive video equipment to pro¬ 
vide competitive entertainment. A 
video system consisting of monitors 
and a video tape playback cost 
about $42,000 installed. Taped first- 
run movies from Sony rent for 
$62.50 per flight. 

Harder for electronics. Now the 
competitive picture has swung in 
favor of Inflight and against the 
electronic companies. TWA will 
waive its exclusive rights on In¬ 
flight’s equipment, thus opening 
the market for conventional movies. 
Inflight has already entered nego¬ 
tiations with four foreign and two 
domestic airlines. 

Sony plans to meet the threat 
from Inflight by leasing its system, 
also for $150 for each flight, includ¬ 
ing installation, maintenance and 
films. 

Furthermore, present black-and- 
white monitors will be replaced by 
Sony color sets as they become 
available this year. Sony will de¬ 
liver about 10 color monitors to 
Pan Am this summer for evalua¬ 
tion. 

Ampex has a contract to equip 
14 Continental Air Lines jets with 
video and sound, and has installed 
video systems in KLM Royal Dutch 
Airlines and Air Canada planes for 
evaluation. 

Vote ban voided. The member 
airlines of the International Air 
Transport Association had voted 
earlier this year to ban visual en¬ 
tertainment on international flights. 
The CAB decision last week voids 
this vote since unanimous approval 
is necessary. 

IATA members termed in-flight 
movies a wasteful competitive prac¬ 
tice which will inhibit fare reduc¬ 
tions. This view was opposed 
chiefly by Sony and Inflight, with 
an assist from the U. S. Justice De¬ 
partment, which considered the 
IATA agreement a violation of 
antitrust laws. The CAB claims in¬ 
flight entertainment is a legitimate 
passenger service that will not nec¬ 
essarily result in uneconomic prac¬ 
tices. 


A nation-wide distributor network 
assures you of fast delivery and 
dependable service on Du Pont 
reagents...and in many cases on 
other Du Pont quality chemicals. 
There are 160 Du Pont Reagents 
distributor locations across the 
country to give your order prompt 
attention. Your source of supply is 


as close as your phone. The next 
time you need reagents, contact 
your nearest distributor and spec¬ 
ify “Du Pont.” 

You’ll get the fast delivery and 
service you need and the finest 
quality reagents. Available in 1 and 
5 pint bottles and 6 V 2 and 13 gal¬ 
lon carboys. 


HYDROCHLORIC ACID 

Hydrochloric Acid (HCI) .Min. 36.5%, Max. 38.0% 

Sulfites as S0 3 .Max. 0.00008% 

Sulfates as S0 4 . Max. 0.00008% 

Free Chlorine (Cl) . Max. 0.00005% 

Heavy Metals as Pb . Max. 0.00005% 

Residue after Ignition . Max. 0.0004% 

Iron (Fe) . Max. 0.00001% 

Arsenic (As) . Max. 0.000001% 

Ammonium (NH 4 ) . Max. 0.0003% 
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Take an armchair 
tour of our 
resistor plant 

We were recently rather sur¬ 
prised to discover just how 
fanatical we've become on the 
subject of quality. Did you know, 
for example, that we test samples 
of every lot of our fixed carbon 
composition resistors in live 
steam? It's a fact. The resistors 
are exposed to steam pressure 
for four hours as an acceler¬ 
ated control test for moisture 
resistance. 



Scenic view of our free, 16-page, lavishly 
illustrated “Resistor Handbook 


For a more comprehensive rev¬ 
elation of our fanaticism, we re¬ 
fer you to “The Speer Resistor 
Handbook." This colorful new 
16-page illustrated brochure is 
actually an armchair tour of our 
entire resistor operation. You’ll 
see how our resistors are made 
and how we assure quality at 
every stage — in raw materials, 
in manufacturing and in meeting 
military standards. You’ll see the 
wide range of specifications we 
offer. And you’ll see how our 
resistors have performed under 
MIL-R-11 test conditions. 

Browsing through “The Speer 
Resistor Handbook’’ is almost as 
fascinating as touring our plant 
in person. (And it’s decidedly 
easier on the feet.) If you’d like 
a copy just mail the coupon. 



The comprehensive reliability program at our Jeffers Electronics Division assures that all 
of our non-shielded inductors (and our shielded ones too) meet M1L-C-15305 specs. 


The heart-warming 
comeback of the 
nonshielded inductor 


Don’t get us wrong. On the issue of 
shielded versus non-shielded inductors, 
we’re completely unprejudiced. 

We’d be delighted to sell you either 
type. 

We have felt distressed, however, to 
think that you might be using shielded 
inductors in more applications than you 
need to. After all, while the non-shielded 
inductor may be thin-skinned, it does 
offer the advantages of lower cost, 
higher reliability and higher stability. 

We’ve therefore taken steps to help 
this useful inductor make the comeback 
it deserves. 

Step one: Our Jeffers Electronics Di¬ 
vision has developed a number of non¬ 
shielded inductors that provide high 
inductance values in a small case size. 
Example? Our unshielded-molded jacket 



Do we have i/ourname? 

To receive reprints of “Component 
Comments,’’ use the coupon. We’ll place 
you on our mailing list. 


inductors now offer values through 1800 
microhenries, in a case size of 0.156" x 
0.375". This size conforms to the new 
MIL standard MS90537 for shielded 
coils, which specifies a 0.157" x 0.385" 
case size. 

Step two: A suggestion. Consider 
rearranging your components. This will 
sometimes enable you to switch to non¬ 
shielded inductors. 

Step three: We’ve prepared an essay 
that deals with this whole subject at 
greater length. It’s entitled “Can Non¬ 
shielded Inductors Save You Money?’’ 
and you can get a copy by merely mailing 
this coupon. 


JEFFERS ELECTRONICS DIVISION, 

Speer Carbon Company 
DuBois, Pennsylvania 

Speer Carbon Co. is a Division of Air Re¬ 
duction Company, Inc. 

□ Rush “Can Non-Shielded Inductors Save 
You Money?” 

□ Rush “The Speer Resistor Handbook.” 

□ Arrange for me to receive reprints of 
“Component Comments.” 

Name__ 

Title_ 


Company. 
Address _ 


City_ 

L State. 


-Zip. 


See our demonstration. Booth 1020, WESCON Show, Aug. 24-27, 1965 
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TRIPLE DIFFUSED PLANAR SILICON 
POWER TRANSISTORS 

2N1722 in the TO-53 package, and 2N1724 in the 
TO-61 package, are the latest. These, and all our 
triple-diffused, planar, silicon power transistors, 
have high frequency, high gain and high reliability 
characteristics, plus Silicon Transistor Corpora¬ 
tion’s overall quality and service. Use them in high 
frequency, linear amplifiers, for high speed switch¬ 
ing, and converter and inverter circuits operating 
at 50 to 100 KC. Low leakage and stable electrical 
characteristics are inherent in the planar process. 


For complete information and specifications, write to 
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Package Pc @ 100°C 

Ft 

VCEO 

hFE 

2N1722 

TO-53 

50 watts 

10 MC 

80 

20 @ 2A 

2N1724 

TO-61 

50 watts 

10 MC 

80 

20 @ 2A 

2N2657 

TO-5 

1.25 watts 

20 MC 

60 

— 

2N2658 

TO-5 

1.25 watts 

20 MC 

80 

— 

2N2877 

TO-59 %" DES) 

30 watts 

30 MC 

60 

20 @ 1A 

2N2878 

TO-59 %" DES) 

30 watts 

50 MC 

60 

40 @ 1A 

2N2879 

TO-59 %■' DES) 

30 watts 

30 MC 

80 

20 @ 1A 

2N2880 

TO-59 %" DES) 

30 watts 

50 MC 

80 

40 @ 1A 
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GATE BOULEVARD, GARDEN CITY, NEW YORK 11532, 516 Pioneer 2-4100. TWX 510-222-8258 
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MallorY 


New combination circuit breaker 
line switch-volume control 


The Mallory OCB breaker switch 
eliminates the need for a separate 
rear-of-chassis circuit breaker, and 
affords the convenience of front 
panel reset from the on-off con¬ 
trol switch. 

In a television set, for instance, the 
OCB breaker switch can be sup¬ 


plied attached to the volume con¬ 
trol just like the usual line switch. 
When a voltage surge or transient 
overload causes the breaker to 
open, all the user needs to do is 
turn the switch to the OFF posi¬ 
tion (this resets the breaker) and 
then turn it back ON. 



Diagrams show operation of breaker mechanism: 
at left, in MAKE position; at right, in BREAK position. 



OCB breaker switch attached to volume 
control. 


The OCB switch is the same size as 
a conventional line switch. It can 
be supplied in rotary, push-pull or 
push-push models—either attached 
to a volume control or as a separate 
switch. It is temperature compen¬ 
sated to operate reliably from 25 °C 
to 65°C. The standard model is 
rated 2.4 amperes break current and 
1.60 amperes hold current. Other 
ratings are available on request. 

CIRCLE 240 ON READER SERVICE CARD 


Dual control...triple switch for auto radios 



This is a special multi-purpose con¬ 
trol which Mallory has designed 
and made for auto radio manufac¬ 
turers. It’s a combination on-off 
control, raise and lower control for 
a powered antenna, volume control 
and tone control. 


Press or pull the inner shaft, and 
the antenna goes up or down. 
Rotating the inner shaft activates 
the on-off switch and the volume 
control. Outer shaft operates the 
tone control. 

The entire assembly is a compact, 
rugged unit, precision-produced at 
economical price. It is typical of 
the special configurations of switch- 
control combinations which we 
have been supplying to leading 
electronic manufacturers for years. 
If you have a special problem, or 
a standard one, call on us. 

CIRCLE 241 ON READER SERVICE CARD 
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New molded 
aluminum electrolytics 
have high quality, 
low price 

These new white plastic molded 
electrolytics are a new kind of ca¬ 
pacitor— the Mallory MTA. 
They’re well worth investigating for 
any application where you need 
good quality at low cost, in home 
instruments, radio, stereo, hi-fi, 
television, electronic organs, port¬ 
able instruments. 

The MTA has a fully molded plas¬ 
tic case . . . molded in one shot 
around the finished capacitor ele¬ 
ment. This process produces a posi¬ 
tive seal that assures long, stable 
life—plus accurate centering of 
leads and uniform case size, impor¬ 
tant in automated assembly. 

Electrical properties are excellent. 
DC leakage is less than 0.03 micro¬ 
amperes per microfarad-volt. Tem¬ 
perature range is —20° to +65°C, 
and to +75°C or +85°C in many 
applications. Three case sizes, 
covering the following ratings: 


Case size 

Volts WVDC 

Max. capacity—mfd. 

polarized 

non-polarized 

5 /ie" x %" 

3 to 50 

60-8 

40-4 

y 8 " x iy 8 " 

3 to 50 

180-20 

100-10 

V^tolVfe" 

3 to 50 

600-80 

400-35 
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New “Reserve” Mercury Cells 
can be stored for years 


Miniature tantalum 
capacitors for 
high density packaging 


j-in 

1 — - 

Lo^+005 1 

0Zb .001 . . 

Jr 


The Type TLS-E is a new minia¬ 
ture wet slug capacitor which offers 
opportunities to put a lot of capac¬ 
itance in a little space. Micro¬ 
farad-volt ratings per unit volume 
are as much as 40% higher than 
most comparable tantalum units 
. . . or, rating for rating, these 
capacitors are about half the size 
of most others. Their combination 
of compactness and high reliability 
make them applicable to space and 
missile circuitry, computers and 
industrial electronics. They are 
particularly suitable for cordwood 
and printed circuit packaging. 

The TLS-E is an outgrowth of the 
Type TLS which we supply as 
styles CL64 and CL65 under MIL- 
C-3965. At the positive lead, an 
epoxy bead is formed over the 
welded junction between the lead 
wire and the tantalum wire con¬ 
necting to the anode. The epoxy 
bead permits the capacitor to be 
mounted vertically on printed cir¬ 
cuit boards with the metal case 
clear of the board. The bead also 
strengthens the weld joint, per¬ 
mitting the lead wire to be bent 
90° to the body of the capacitor 
without danger of damaging the 
end seal. 



Reserve cell in flashlight D size. 


The capacitor is produced under 
quality control procedures com¬ 
parable to MIL specifications. DC 
leakage is exceptionally low. 
Electrical values show excellent 
stability over the rated tempera¬ 
ture range of —55° to +125°C. 
Available ratings: 1.7 mfd, 125 
WVDC to 650 mfd, 6 WVDC. 
Three case sizes: %" dia., .578" 
long; %i' dia., *765" long; y 8 " dia., 
.890" long uninsulated. Also avail¬ 
able with insulating sleeve. 


Here is a new kind of energy source 
that may spark the imagination of 
designers. It is a mercury battery 
capable of storage for indefinite 
periods of time without deteriora¬ 
tion—yet capable of delivering high 
milliampere-hour capacity the in¬ 
stant it is activated. 

The electrolyte is contained in a 
vial, of glass or impact-resistant 
plastic, and does not contact the 
anode and cathode until the vial is 
broken by the activating mech¬ 
anism. Because there is no electro¬ 
chemical action until the electro¬ 
lyte is released, this type of cell 
can remain in the standby condi¬ 
tion for years without loss of in¬ 
herent capacity. It withstands 
storage temperatures up to 150°F 
or as low as — 60°F. Indicated 
applications include security de¬ 
vices, alarms, self-destruct systems, 
emergency circuits and weapons 
systems. 

Activation can be accomplished by 
a variety of methods of breaking 
the electrolyte vial by external 
devices. We have been supplying a 
screw-actuated mechanism, and 
have also developed a plunger ar¬ 
rangement—both of which main¬ 
tain appropriate sealing of the 
container after activation. 

Once activated, the reserve cell 
delivers approximately 75% as 
much energy as a conventional 
Mallory cell of the same size. It 
delivers the flat discharge and long 
life performance which have made 
the Mallory Mercury System the 
leading choice of electronic de¬ 
signers for transistor circuitry. 
Three cell sizes are now available 
in pilot production: 

Cell size Capacity 

Flashlight D 10,000 MAX 

Flashlight C 5,500 MAX 

.622" dia. x 1.953" 2,700 MAX 
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MICRO 


SWITCH Precision 


Switches 


Taking 

full 

advantage of 
this subminiature switch? 



The famed “1SX” Subminiature Switch is one 
of the smallest, lightest precision snap-action 
switches available. Many newer applications 
are now taking greater advantage of its full 
capabilities; new users are discovering that the 
“1SX” can now do far more than they expected. 

Main reason: this line of subminiatures is grow¬ 
ing in variety and adaptability. 

For example, note the features now available: 

• Temperature range, —100°F to +250°F or +375°F 

• Operating force as low as 3 oz. or as high as 5 oz. 

• Differential travel as low as .002 in. to .005 in. 

• Silver or gold contacts. Silver—7 amps. 115 or 230 vac;- 
4 amps. ind. and 7 amps, res., 28 vdc. 

Gold—28 vdc; 2 amps, inrush; .5 amp. ind; 1 amp. res. 
Contact arrangement, SPDT. 

• High arc-resistance; high-impact case. 

• Six auxiliary actuators. 

For details on how this Subminiature Switch can 
help solve design problems involving space, 
weight and environmental limitations, call a 
MICRO SWITCH Branch Office or Distributor. 
(See Yellow Pages.) Ask for Catalog 63. 





l 


Roller Leaf 
(reverse position for 
lower pre-travel) 




n v 

Roller Leaf 
(for fast cams 
and slides) 





Leaf 

(reverse position for 
lower pre-travel) 


Leaf 

(for slow cams 
and slides) 



Roller Lever 
(low-force, for fast 
cams and slides) 



V vl 


Lever 

(low-force, for slow 
cams and slides) 



MICRO SWITCH 

FREEPORT, ILLINOIS 61033 

A DIVISION OF HONEYWELL 

IN CANAOA HONEYWELL CONTROLS LIMITED. TORONTO IT ONTARIO 


HONEYWELL INTERNATIONAL-Sales and service offices in all principal cities of the world. Manufacturing in United States, United Kingdom, Canada, Netherlands, Germany, France, Japan. 
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Washington Newsletter 


Sen. Long losing 
patent battle 


‘Hot line’ 

probable for NATO 


NATO weapons: 
mixed bag unlikely 


June 14, 1965 


Efforts by Sen. Russell Long (D., La.) to tighten governmental control 
of patents developed by industry under federal contracts have backfired. 

Long wants government agencies to keep title to such patents, and has 
tacked amendments to that effect to several bills. Now his pressure has 
generated a counterpressure that has led to: 

■ Rallying of Johnson Administration and industry forces to block 
Long s effort to tack a patent rights rider to the National Aeronautics and 
Space Administration appropriations authorization bill when it passed the 
Senate. 

■ Translation of Administration patent policy—allowing waiver of 
patent rights to contractors under certain conditions—into legislation 
proposed by Sen. John L. McClellan (D., Ark.), chairman of the Patents 
subcommittee. 

The 59-26 vote by which the Senate put down the proposed Long 
amendment to the NASA bill is a measure of the support the flexible 
Administration policy has now, and just about insures passage of the 
McClellan bill. Earlier, Long’s patent amendments to water desaliniza¬ 
tion and other research and development bills had been approved by the 
Senate and enacted. 

Chairman Glenn T. Seaborg of the Atomic Energy Commission—a key 
agency that has been insisting on tight government proprietorship of 
patents stemming from contract R&D—says that enactment of the 
McClellan bill would supersede restrictive patent provisions of the 
Atomic Energy Act, as well as procedures followed by the Federal Avia¬ 
tion Agency, the Weather Bureau and other R&D-sponsoring agencies. 


The United States wants—and will probably get—an improved NATO 
communications network somewhat comparable to the “hot line” linking 
Washington and Moscow. 

No specific proposals have been made, but Washington is thinking in 
terms of additional links and cross-ties to permit direct, secure and unin¬ 
terrupted conference calls between political leaders for instantaneous 
consultations during crises, particularly when the issue of using nuclear 
weapons might arise. 

The latest advances in communications, presumably including military 
communications satellites, would be utilized. 


Defense Secretary Robert S. McNamara’s suggestion for a “Common 
Market” in weapons buying within NATO appears to be more of a ges¬ 
ture than a substantive proposal. McNamara encountered complaints, 
particularly from Britain, that the U. S. is invading the European military 
market too heavily. In answer, he said that the U. S. wants to buy as well 
as sell in Europe, provided that European weapons are competitive in 
quality and price with American products. 

He informally suggested competitive bidding on weapons among com¬ 
panies within the alliance, and more joint weapons development arrange¬ 
ments. But in practice, competitive bidding would be more likely to 
increase, rather than decrease, the U. S. share of the market—at least for 
the most expensive, complex weaponry. 
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Washington Newsletter 


Pentagon pushes 
value engineering... 


... and centralized 
management control 


Congress fencing 
Aerospace in 


Shut the door 
by hand, please 


Curbs on GAO 
not expected 


The Defense Department is sharply stepping up its emphasis on value 
engineering. It plans within the coming year to double its present force 
of 250 value engineers. By mid-1966, Defense Secretary McNamara 
wants to double the current $250 million saved yearly by value engineer¬ 
ing. A special study group concluded that the 100% increase in personnel 
is necessary if this goal is to be realized. 


The Pentagon is also speeding up the trend toward more centralized 
management control for major weapons systems. Under a new directive, 
the project manager concept, which has been used on a limited basis, is 
being extended to most new major engineering development, operational 
system development and production programs. This entails centralizing 
full program responsibility in one man. 

Contractors will realize a major benefit from this step: they will have 
a single source from which to obtain decisions on technical, managerial 
and funding problems. 

The Pentagon also is considering imposing uniform configuration man¬ 
agement over the engineering, production and operational phases of 
major systems. Configuration management is the process of evaluating 
and approving or disapproving changes in the physical or functional 
characteristics of a system. 


The House Armed Services Committee has written into the military con¬ 
struction appropriations authorization bill a clause forbidding the Aero¬ 
space Corp., a nonprofit company doing work for the Air Force, to buy 
new property or build additional facilities without first getting clearance 
from Congress. A recent congressional inquiry disclosed that Aerospace 
built new facilities at two privately owned California locations instead of 
using nearby government properties. The General Accounting Office said 
that the new buildings cost $22 million, while the government installa¬ 
tions could have been converted for $4.7 million. 


Both the Federal Aviation Agency and the Federal Communications 
Commission are considering regulation of the manufacture of electronic 
gadgets to open garage doors. The transmitters clutter up the airwaves. 
The FCC is concerned with a broad range of frequencies; the FAA is 
specifically concerned with the 230- to 290-megacycle range, which takes 
in the 243-Mc military emergency frequency and a sizable portion of the 
entire military ultrahigh-frequency band used for aircraft communica¬ 
tions and air navigation. The garage door openers use this band, and some 
of them, the FAA finds, are improperly shielded. 


The House Government Operations Committee's hearings on General 
Accounting Office practices will result in a critical report—but not much 
else. Both industry and the Pentagon have complained that the GAO 
performs its watchdog function on government contracts in a high-handed 
and arbitrary manner. But it's considered unlikely that the committee 
report will be followed by any substantive action, aside from closer 
congressional supervision [Electronics, May 31, p. 44]. 
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RF data acquisition Products and Systems . . . From 
VLF to 30 gc. DEI RF Products and Systems satisfy 
complex acquisition or communication requirements. 




Surveillance, RFI and Intercept Instrumentation . . . Laboratory, 
mobile van, airborne or shipboard, the complete installation 
from antenna to data storage, decoding and processing can 
be provided. 


When system problems 
arise, consider the 
following.... 


Data Processing Products and Systems . . . Real time processing pre-detection recording 
or dynamic signal simulation from off-the-shelf hardware. 


SYSTEMS OR PRODUCTS, DEI 


has full capability for quick reaction 


DEI designs, manufactures and continues to improve a wide range of modu¬ 
lar receiving systems and ancillary products including special phase 
tracking demodulators, pre-detection recording units, formatting and data 
reduction products. 

For product or system, QRC or normal cycle, this balanced capability has 
proved its value in solving difficult problems including design and delivery 
on major programs for both government and industry. Our Engineering 
staff would be pleased to discuss the specifics of your requirements. 
These products are in continuous manufacture under rigid quality and pro¬ 
duction control. For further information write for DEI product catalog and 
capabilities brochure. 

Defense Electronics, Inc. 

Rockville, Maryland 



DEI 

RESEARCH 

DEVELOPMENT 

MANUFACTURING 


ROCKVILLE, MD. (301) 762-5700, TWX: 302-427-4660; SHERMAN OAKS, CALIF. (213) 872-2870, TWX: 213-783-2742; COCOA, FLA. (305) 632-5400; 
TWX: 305-632-5442; HUNTSVILLE, ALA. (205) 881-5139; WILLOW GROVE, PA. (215) 659-5051; DALLAS, TEXAS (214) EM 3-7263; INT’L, 
ROCKVILLE, MD.; CABLE; DEIUSA; EXPORT (212) Circle 6-2133, TELEX: TRIL 224326, N.Y., N.Y.; OTTAWA, ONT. EMISCO Ltd. (613) CEntral 6-0811, 
Cable: EMISCO 
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Prize Crop of BOURNS® 
Precision Potentiometers 

With smaller housings, higher resistances, 
better linearity, finer resolution, and higher 
operating temperatures than any other line. 


Now you can obtain a 25 to 40% increase in total 
resistance together with standard linearit y as low 
as 0.1 % and resolution as fine as 0.01% — in a poten¬ 
tiometer that’s shorter than any competitive unit. Our 
10-turn Model 3500, for example, is just 1" long, a full 
V 2 " shorter than units available elsewhere. The secret: 
new design techniques including a thin-wall molded 
plastic case and reduced helix pitch that let us put a 
20%-longer resistance element in a shorter package. 

The new case also improves heat dissipation, thus 
increasing power-handling ability and raising the maxi¬ 
mum operating temperature 20°C above most poten¬ 


tiometers available elsewhere. Sealed against humidity, 
these units exceed steady-state requirements, and most 
can even be specified to meet MIL-STD-202B, Method 
106 (cycling humidity). Reliability is further enhanced 
by the virtually indestructible Bourns Silverweld® 
termination. 

Units are individually inspected and subjected to the 
stringent double-check of the Bourns Reliability Assur¬ 
ance Program. Prices are competitive and delivery is 
immediate. Write today for complete technical data. 

Don’t MIL-SPECulate —SPECify Bourns! 



Element grooves molded 
within plastic housing 
ensure perfect helix for 
resistance element. 


Large slider block pro¬ 
vides greater wiper 
stability, eliminates 
rocking. 


Special close-tolerance 
rotor almost completely 
eliminates backlash. 


Quad ring ensures Mil- 
Spec. resistance to 
humidity. 


This cutaway of Model 3500 shows the typical high-quality construction 
to be found in all Bourns precision potentiometers, although some features may vary from model to model. 


Exclusive Silverweld® 
termination - an indes¬ 
tructible fused bond be¬ 
tween terminal and 
resistance wire —elimi¬ 
nates chief cause of 
precision potentiometer 
failure. 


Double slip-ring contact 
provides wider contact 
area and a double 
safety margin for vibra¬ 
tion and shock. 


Molded, high-tempera¬ 
ture plastic housing 
enables standard model 
to meet steady state 
humidity spec, of MlL- 
STD-202B, Method 103. 


20%-longer resistance 
element provides better 
resolution, cooler oper¬ 
ating temperature, and 
higher total resistance. 
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MODEL 

NUMBER 

SIZE (inches) 
DIA.-CASE 
LENGTH 

NUMBER 

TURNS 

RESISTANCE 

RANGE 

(ohms) 

STD. 

TR TOL. 

(%) 

STD. 

LINEARITY 

(%) 

POWER 

(watts) 

MAX. OP. 
TEMP. 

(°C) 

HUMIDITY 

(MIL-R-12934C) 

BUSHING MOUNT 

3400 

1% x m 

10 

100-1 meg 

=*3 

=*=0.15 

5.0 

105 

yes 

3410 

2xH 

1 

50-100K 

*3 

=*0.3 

4.0 

125 

yes 

3500 

% x 1 

10 

50-500K 

=*=3 

=*0.2 

2.0 

125 

ye$ (l > 

3510 

Vs x y 16 

3 

25-100K 

±3 

=*0.30 

1.0 

125 

yes (I) 

3520 

Vs X % 

5 

25-250K 

=*3 

=*0.30 

1.5 

125 

yes (1) 

3530 

Vs X y 2 

1 

25-50K 

±3 

=*0.50 

1.0 

125 

yes 

3700 

Vi x 1 

10 

50-250K 

*5 

=*0.25 

1.0 

125 

yes 

LOW COST, INDUSTRIAL 
BUSHING MOUNT 

3507 

Vs x IVs 

10 

100-250K 

*5 

=*0.50 

2.0 

105 

no 

3707 

Hxl 

10 

100-50K 

=*5 

=*1.0 

1.0 

105 

no 

SERVO MOUNT 

3460 

2x54 

1 

50-100K 

=*=3 

=*0.3 

4.0 

125 

yes 

3550 

i X iy 16 

10 

50-500K 

±3 

=*0.20 

2.5 

125 

yes 

3560 

Vs x P/64 

3 

25-100K 

=* 3 

=*0.25 

1.5 

125 

yes 

3570 

Vs x % 

5 

25-250K 

*3 

=*0.25 

2.0 

125 

yes 

3580 

Vs X 5 /g 

1 

25-50K 

±3 

=*0.5 

1.0 

125 

yes 

3750 

y 2 x im 6 

10 

50-250K 

=*=5 

=*0.25 

1.0 

125 

yes 

KNOBPOTs 

POTENTIOMETERS 

3600 

Vi xl 

10 

100-250K 

=*5 

=*0.5< 2 > 

1.5 

125 

yes 

3640 

m x i»/ 2 

10 

100-500K 

±3 

*0.1 < 2 > 

2.5 

125 

yes 


(1) Std. models exceed steady-state requirements of MIL-STD-203, METHOD 103. Optional models are available meeting humidity cycling requirements of MIL-STD-202, METHOD 106. (2) Standard dial accuracy, including linearity. 


MODEL 3660 LABPOT™ 
PRECISION POTENTIOMETER 


A compact, dial-read¬ 
out precision potenti¬ 
ometer designed as a 
convenient tool for a 
variety of laboratory 
applications. Incorpo¬ 
rates Bourns’ exclu¬ 
sive KNOBPOT® potentiometer for high 
readability through its unique “clock-dial” 
face. Portable, lightweight, yet remains 
firmly in place when in use. Large five¬ 
way binding posts permit easy hookup of 
any kind of leads. Fused for protection 
against burnout. An extra fuse is provided 
inside for added convenience. 



Specifications: 

Std. Resistances . IK, 10K, 100K 

(others available on request) 

Resistance Tolerance.±1% 

Dial Accuracy.15%, IK; .10%, 10K 

and 100K 

Repeatability.±.05% voltage ratio 

Operating Temp. Range .. .-65 to +125°C 

Power Rating . 2.5W at room temp. 

Mechanical Life . 200,000 dial rev. 

Weight . 14 ounces 


KNOBPOT® POTENTIOMETERS 


Precision potentiometer, clock read¬ 
out dial and knob in a single, com¬ 
pact package. Mounts in front of 
panel. See specs above. 



KNOBPOT Sr. potentiometer—similar 
to Model 3600, but more accurate 
and slightly larger. See specs above. 


KNOBPOT POTENTIOMETER ACCESSORIES FOR MODELS 3600 
AND 3640 unless otherwise specified 


o. 


ft 



1. COLORED PLASTIC SNAP RINGS in red, yellow, blue, green, white per 
MIL-STD-595. 

2. STANDARD MIL-SPEC 1" DIA. SLIP-OVER KNOBS of plastic, in MIL-SPEC 
red, yellow, blue, green, black, gray. For Model 3600 only. 

3. STAINLESS STEEL SKIRTS (for use without brake). 

4. STAINLESS STEEL LOCKING BRAKE (left) with plastic handles for Model 
3600. All-plastic friction brake (right) for Model 3640. 

5. STAINLESS STEEL, PANEL-RECESSED MOUNTING BRACKET permits reces¬ 
sion of dial. 


TURNS-COUNTING DIALS 


O # 

Easy-to-read vernier dials requir¬ 
ing only 1" of panel space are 
available for all Bourns preci¬ 
sion potentiometers (except 
KNOBPOT® units, which incor¬ 
porate their own readout). 



NEW 10-TURN H-351 SERIES 
TURNS-COUNTING DIAL, only V 2 " 
dia. by s/s" long. Clock-face 
readout; continuous, full-gear 
engagement. 



BOURNS. INC.. TRIMPOT DIVISION 
1200 COLUMBIA AVE.. RIVERSIDE. CALIF. 
PHONE 684-1700 • T W X: 714-682 95S2 
CABLE: BOURNSINC. 


MANUFACTURER: TRIMPOT** & PRECISION POTENTIOMETERS, RELAYS: TRANSDUCERS FOR PRESSURE. POSITION. ACCELERATION. PLANTS: RIVERSIDE, CALIFORNIA; AMES, IOWA; TORONTO. CANADA 
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How Amphenol helps 
put a 200-phone 
switchboard on a desk top 


The Bell System reduced the 
switchboard to a tenth of its usual 
size, then called on Micro-Ribbon® 
connectors to simplify desk-top in¬ 
stallations. 

Five Micro-Ribbon connectors 
route the 250 circuits Bell needs for 
the two-console, 200-phone board- 
plus they offer these three impor¬ 
tant advantages: 
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1. SIZE. Each 50-contact Micro- 
Ribbon connector takes little more 
space for the connection than the 
cable itself. 

If your application calls for fewer 
circuits, you can gain similar minia¬ 
turization advantages with Amphenol 
14, 24 or 36-contact Micro-Ribbons. 

2. RELIABILITY. Bell demands 
long service life from its equipment 


... usually 25 years. To date, Amphe¬ 
nol Micro-Ribbon connectors with 
self-cleaning, self-wiping contacts 
have been equal to the task. Not one 
failure has been reported in over 500 
million contacts. 

3. COST REDUCTION. Compe¬ 
titive in initial price, Amphenol 
Micro-Ribbon connectors helped cut 
installation time and maintenance 


costs. Estimates on Bell’s savings 
range from 20% to 30%. Equipment 
replacement is more simple for Bell, 
too. Unplug the old; plug in the new. 

For complete information about 
Micro-Ribbon or any of the other 
36,000 connectors Amphenol makes, 
call your Sales Engineer. Or write 
Amphenol Connector Division, 1830 
S. 54th Ave. t Chicago, Illinois 60650. 



Omph 


Enol 



CONNECTOR DIVISION 

amphenol corporation 


Specify Amphenol... the leading name in cable, connectors, assemblies, rf switches, potentiometers, microelectronics 









Now You Can Specify 
80,100,120,140,175 and 300-Volt 
Silicon Annular * Transistors 
for PNP and NPN Applications! 

Only Motorola high-voltage annular transistors 
offer uncompromising full performance with 
high gain, high frequency and low leakage. 


Since the introduction of the first high-voltage 
annular transistors in early 1963, annular process de¬ 
vices have become the most often specified types for 
high-voltage applications. Today PNP and NPN an¬ 
nular transistors are available with voltages up to 300 
volts, with intermediate values of 80, 100, 120, 140, 150, 
and 175 volts. 

Why should the new annular fabrication process 
make these devices so universally desirable? First, in 
conventionally passivated devices a phenomena called 
“channelling” caused high leakage at high voltage 
levels, thus wiping out the advantage of the passivation 
. . . and causing unreliable device performance. Annular 
devices, which use a “guard band” around the operating 
region to prevent channelling and controlled channel 
formation under the oxide to minimize variations due to 
ions settling on the surface of the glass (another source 
of high leakage in conventional devices), solved this 
problem. 

Second, even though some high voltage transistors 
(100 volts or more) have been offered in the past, be¬ 
cause of the processes used, they have had to compromise 
voltage performance with gain/frequency characteris¬ 
tics. In effect, you get high voltage without the holdup 
of gain at high frequency, or, in other words, you give 
up normal transistor gain characteristics in order to get 
voltage. With annular devices, you get full performance 
in all parameters. 

Motorola annular transistors have undergone a 
series of improvements culminating in the latest devices 
offering 300-volt breakdown ratings for both PNP and 
NPN transistor types. Moreover, you obtain this new 
voltage freedom without sacrifice in frequency response 
(30 me — f T ), gain (h FE up to 250), or any increase in 
leakage current (I rBO = 0.2 //.A). And you get the added 
benefit of extreme parameter stability which was the 
primary goal achieved by the annular process. 


CHOOSE YOUR ANNULAR HIGH VOLTAGE TYPE l 


PNP 


BVceo 

Voltage 

Type No. 

Collector 

Current 

80 

2N3494 & 96 

100 mA 

120 

2N3495& 97 

50 mA 

140 

2N3634 & 35 

150 mA 

175 

2N3636 & 37 

150 mA 

300 

2N3743 

50 mA 


NPN 


BVceo 

Voltage 

Type No. 

Collector 

Current 

100 

2N3498& 99 

500 mA 

150 

2N3500 & 01 

300 mA 

300 

2N3442 

50 mA 


These Very High Voltage annular transistors offer 
you a new degree of design freedom. Whether you wish 
to operate deflection systems of small cathode ray tubes 
directly from the collector of a transistor, or develop 
entire systems operating directly from line voltage, 
thereby making it possible to eliminate transformers, or 
whether you merely want greater protection from high 
voltage spikes, Motorola Very High Voltage annular 
transistors offer you the answer. 

If you haven’t tried these devices in your most 
demanding circuits, we’d welcome the opportunity of 
proving their superiority. Simply call your nearest 
Motorola semiconductor field representative and re¬ 
quest samples of the new 300-volt annular transistor —. 
type 2N3742 for NPN applications, and 2N3743 for 
PNP designs. 

* Patent Applied For 


ANNULAR MAKES THE DIFFERENCE IN SILICON TRANSISTORS 


MOTOROLA 



Semiconductor- Products Inc. 


60 Circle 60 on reader service card 


0-57 

Electronics | June 14, 1965 












HERE IT IS! 


The new low- 
priced DIGITAL 
VOLTMETER and 
RATIOMETER 


COMPACT 
• LIGHTWEIGHT 
• VERSATILE 


• AC 


• RELIABLE 




developed by COHU ELECTRONICS and designated the model 511 

CHECK THESE ABBREVIATED SPECIFICATIONS: 

\ 


0.01% ACCURACY, ±1 DIGIT 
4 DIGITS RESOLUTION ON ALL 
RANGES 

AUTOMATIC POLARITY INDICATION 
10 MANUAL RANGES, IV TO 1000V, 1:1 
TO 1000:1 RATIOS 


HIGH INPUT RESISTANCE 
SOLID STATE REFERENCE AND 
CIRCUITRY 

BI DIRECTIONAL, TRACKING LOGIC 
PRICE: $995.00 F.O B. San Diego. Additional 
export charge .-- H -- 

COHU 


Box 623. San Diego. California 92112 Phone 714- 277-6700 

for detailed specification s contact your nearest representative 




KINTEL division 


See us at WESCON, booth 3923 
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Cut down-time and increase production with 
Eagle Cycl-Flex time and count controls. You 
can remove them, check them and replace 
them in 5 seconds or less...no tools needed! 

• Cycl-Flex plug-in timers can be con¬ 
trolled to within 0.5% of the dial range. 

• Front-panel mounting makes them 
easy to install and set. 

• Long cycling life —through extensive 
quality control and life testing 
programs. 

• A synchronous motor and toothed 
clutch, produced by a special Eagle 
process, assure totally accurate settings 
and performance. 

Add all these features together. Then add 
Eagle’s special consultation, development and 
design services... and custom production of all 
types of units. , 65 ., 

Compare. You’ll choose Eagle. 



NEW— Now standard on all Cycl-Flex timers, a built-in pilot 
light, to indicate, even from a distance, that the timer is 
operating. 

For full details on Cycl-Flex timers, write for Bulletin 125, 
Eagle Signal Division, E. W. Bliss Company, Federal Street, 
Davenport, Iowa. 


BUSS 


EAGLE SIGNAL 


A DIVISION OF THE E. W. BLISS COMPANY 


Electro-Mechanical, Electronic, Solid State Timing/Counting/Programming Controls □ General Purpose, Medium Power Relays 
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HEW EAGLE RELAYS 


COMPARE 

Better Life Characteristics 



COMPARE 

Lower Pull-in Voltages 

COMPARE THEM! 


New Eagle relays ... more than 3,000 types... are 
the best you can get anywhere. Be crafty. Check 
the specs and the product. Convince yourself. 

One example: Gold-plated contacts are standard 
on every general purpose Eagle relay. And on me¬ 
dium power relays, silver cadmium oxide contacts 
are standard, since they deliver the best possible 
current-bearing characteristics in this power range. 
Check some more. Note the sturdy designs... the 
ratings that exceed all other competitively-priced 
units...the precise engineering and inventive use 
of materials. They're all what you’d expect from 
Eagle—leaders in time/count control devices. 

If you’ve ever dealt with Eagle you’ll expect more, 
and you’ll get it. We’re talking about unequalled 
service... service that frankly has never before been 
available from any relay manufacturer. 

Compare. You’ll choose Eagle. 



Part of the “big” picture... more than 3,000 types: plug-in 
with dust covers; dual latching; hermetically sealed; cus¬ 
tom-engineered styles. 

Get full details in our new, 16-page color catalog. Send for 
your free copy to Eagle Signal Division, E. W. Bliss Com¬ 
pany, Federal Street, Davenport, Iowa. 


BUSS 


EAGLE SIGNAL 


A DIVISION OF THE E W BLISS COMPANY 


Electro-Mechanical, Electronic, Solid State Timing/Counting/Programming Controls □ General Purpose, Medium Power Relays 
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In joining the McDonnell organization, Tridea has extended its pro¬ 
duction capabilities and developed an end-mission association that 
includes contract assignments for fighter aircraft, manned space¬ 
craft, winged glide vehicles and other lifting reentry spacecraft. As a 
subsidiary of McDonnell, its allied electronics goals and dynamic 
scientific and engineering talents provide increased opportunity for 
transmission of ideas and experience. 

The combined talents of Tridea and McDonnell Electronics Division 
make it plain that Tridea is going to make large and lasting “tracks” 
in the electronics industry, in radar systems, ECM, GSE, telemetry 
and air navigation and traffic control. 

A 

TRIDEA ELECTRONICS 

Subsidiary of 

AfCDO/W/VELL 

For information write Dept. 946 • Box 516 • St. Louis, Missouri 63166 
Applying Electronics as an Interdisciplinary Science 
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The Long Awaited Breakthrough in edp 


Via Magnetic iron Oxides The rapidly developing science of Electronic 

Data Processing has received an impetus of explosive significance through the stepped-up use 
of magnetic iron oxide coated cards. 

Handling mass storage and retrieval of voluminous data and utilizing advanced random 
access techniques, in some cases the cost per 10,000 alpha-numerical characters has been 
driven down to as low as one-tenth of their former costs! 

Engineering the ‘packing density’ of the data into radically tighter 
units on the cards has brought EDP within the pocketbook range of 
scores of companies not previously in the ‘live prospect’ class. 

Pfizer, as a major supplier of magnetic iron oxides congratu¬ 
lates the EDP industry for its enterprise. Pfizer for its part will 
continue to provide the chemical purity and uniform magnetic prop¬ 
erties that make their product a standard of reliability. 

Yes — Pfizer stands ready and willing to dispense all pertinent, 
technical information. Write Department 75 


MINERALS 
PIGMENTS 
& METALS 

DIVISION CHAS. PFIZER SCO. INC. 

(Pfizer) 

Dept. 75, 235 East 42nd Street 
New York 17, N.Y, 
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STANDARD 

CONTROLS 


A. C. Industrial Contactors 


A. C. General Purpose Relays 


D. C. Power Contactors 


A. C. Power Contactors 


D. C. Computer Relays 



When you use RBM STANDARD CONTROLS 
you are assured of... 


Immediate Availability —sold by leading Industrial Electronic Distributors* in ma¬ 
jor marketing areas — AT OEM PRICES IN ANY QUANTITY. 

Highest Quality —millions of controls—field proven under most exacting requirements 
-—have earned mass market customer acceptance. 

Competitive Prices —RBM CONTROLS mass production facilities—geared to serve 
major markets—assure lowest cost. 

Stocked In Depth —all standard controls stocked in Chicago warehouse with bulk 
(back-up) stock at the factory. * 

Service Replacement —over 8.000 custom designed controls are replaceable from 
standard catalog stock. Consult nearest RBM CONTROLS Authorized Distributor or 
Branch Sales Office for replacement recommendations. 


MINIATURE 

D.C. CURRENT SENSITIVE RELAYS / AN RBM STANDARD 


fa , > \ 

1PDT 40 MW. • 2PDT 125 MW. • 3PDT 200 MW. 

•a*- '' 


Isolated Contacts • Protective Covers 



Coil Res. 15,000 Ohms Max. • Molded Coil Bobbin 

Type MS25 

Type MS50P 

Open Type • Plug-In 


*RBM DISTRIBUTORS 

ALABAMA 

Specialty Distributing Co. 

Mobile 

ARKANSAS 

Bluff City Distributing Co. 
Jonesboro 

ARIZONA 

Kierulff Electronics Inc. 

Phoenix 

CALIFORNIA 

Fisher Switches 
Palo Alto 

Kierulff Electronics 
Los Angeles 

COLORADO 

Kierulff Electronics, Inc. 

Denver 

CONNECTICUT 

Cramer Electronics, Inc. 
Hamden 

FLORIDA 

Electronic Equipment Co. 

Miami 

Hammond Electronics 
Orlando 

GEORGIA 

Specialty Distributing Co. 
Atlanta 

ILLINOIS 

Allied Radio Corporation 
Chicago 

INDIANA 

Graham Electronics Supply Inc. 
Indianapolis 
MARYLAND 

Powell Electronics 
Beltsville 
MASSACHUSETTS 

Cramer Electronics, Inc. 

Newton 

MICHIGAN 

Radio Electronic Supply Co, 
Detroit 

MINNESOTA 

Lew Bonn Company 
Minneapolis 

MISSISSIPPI 

Bluff City Distributing Co. 
Greenville 

MISSOURI 

Burstein-Applebee Co. 

Kansas City 
Interstate Industrial 
Electronics, Inc. 

St. Louis 
NEW MEXICO 

Kierulff Electronics, Inc. 
Albuquerque 
NORTH CAROLINA 

Dixie Radio Supply Co. 

Charlotte 
NEW YORK 

Electro-Tech Equipment Co. 

New York 

Roburn Agencies, Inc. 

New York (Export) 

OHIO 

Pioneer-Standard Electronics 
Cleveland 

SREPCO-Div. Pioneer- 
Standard Electronics 
Dayton 

OKLAHOMA 

Engineering Supply Co. 

Tulsa 

OREGON 

Lou Johnson Co., Inc. 

Portland 
PENNSYLVANIA 
Powell Electronics 
Philadelphia 
SOUTH CAROLINA 

Dixie Radio Supply Co. 
Columbia 
TENNESSEE 

Bluff City Distributing Co. 
Memphis 

TEXAS 

Engineering Supply Co. 

Houston 
Tekko, Inc. 

Dallas 

WASHINGTON 

Western Electronics Co. 

Seattle 

WISCONSIN 

Radio Parts Company 
Milwaukee 


FREE 

WRITE FOR 
SC-1 CATALOG 


RBM STANDARD CONTROLS 
ARE DISTRIBUTED BY 


ELECTRONIC MA 
ESSEX WIRE 

3501 W. Addison Street 


In products , performance, purpose 


RKETING DIVISION 
CORPORATION 

• Chicago, Illinois 60618 

. . . Essex measures up! 
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In Westinghouse TV, capacitors of 
"Mylar” replaced those of molded paper- 


Bob Tesno, TV Engineering Supervisor, tells why: 


1. Reliability 


2. Size 


3. Price 


“We ran extensive tests comparing 
capacitors with a dielectric of 
‘Mylar’* with ones of paper, molded 
paper and dual dielectric. We found 
that the capacitors of ‘Mylar’ came 
out on top—with virtually no tem¬ 
perature, humidity or leakage prob¬ 
lems. In the four years since their 
adoption, the reliability of capaci¬ 
tors of ‘Mylar’ in the field has been 
nearly perfect.” 


“Actually, we first adopted capaci¬ 
tors of‘Mylar’ for all Westinghouse 
TV receivers when printed circuit 
boards became important factors in 
production. Capacitors of ‘Mylar’ 
are considerably smaller than 
molded-paper ones of equivalent 
value. This avoids crowding of com¬ 
ponents on the board.” 

*Du Pont's registered trademark tor its polyester film. 


<mt> 

8SSSSSS 

BetterThings for Better living 
...through Chemistry 


only OU PONT makes 


MYLAR 

POLYESTER FILM 


“As a clincher,” adds Tesno, “in 
most cases* capacitors with a dielec¬ 
tric of ‘Mylar’ cost no more, and, in 
fact, often cost less than molded-pa¬ 
per or dual dielectric capacitors.” 
*(Note: This applies to capacitors 
that are up to . 1 mfd 400v in size.) 
Can your designs benefit from the 
many advantages of capacitors of 
“Mylar”? For complete data, write 
Du Pont Film Dept., N10452 B-22, 
Wilmington, Delaware 19898. 
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This Model 630 Integrating Digital 
Multimeter From Electro Instruments 
Is The World’s 


MOST VERSATILE 



It has 1 megacycle frequency counter...eliminates errors in 
measurements near zero and/or involving polarity changes...lets 
you measure DC voltages, frequencies and time intervals with 
one instrument...has built-in storage to eliminate “rolling”of digits 
in readouts...and 1 microvolt resolution. And its price is only 

* 3,295 

Electro Instruments, Inc. j-^ 

8611 Balboa Avenue San Diego, California 92112 

Electro International. Inc., Annapolis, Md. HLJi 
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Now: a new low-cost Utilogic series that provides more insurance against random noise errors than any other 
integrated circuits being offered for commercial/industrial applications. LU-Series circuits have an 800 mv 
minimum noise margin. Operation is guaranteed from -t-lO'C to +55 < ’C. Fan-outs of up to 17 from Gates and J-K 
Binary element assure low system can-counts. High capacitive driving capability eliminates most commonly en¬ 
countered line capacity problems. Available in TO-5 can...and guaranteed by the world’s oldest exclusive 
manufacturer of integrated circuits: Signetics. New address: 811 E. Arques Avenue, Sunnyvale, California. 



LU320 LU316 DUAL EXPANDABLE LU315 LU314 

J K BINARY ELEMENT NOR GATE DUAL 3-INPUT NOR GATE 7-INPUT NOR GATE 



Prices 

1-24 

25-99 

1 DO- 
999 

LU300 $4.05 

$3.25 

$2.70 

LU305 

4.45 

3.55 

2.95 

LU306 

4.45 

3.55 

2.95 

LU314 

4.45 

3.55 

2.95 

LU315 

4.45 

3.55 

2.95 

LU316 

4.45 

3.55 

2.95 

LU320 

9.50 

7.60 

6.35 



LU305 AND GATE 


LU300 GATE EXPANDER 



LU306 

DUAL AND GATE 

SIGNETICS 

INTEGRATED 

CIRCUITS 


Signetics is the oldest exclusive maker of integrated circuits in the world. Founded: 1961. Sunnyvale, California. Subsidiary of Corning Glass Works. 


AUTHORIZED SIGNETICS REPRESENTATIVES AND DISTRIBUTORS: ALA. Compar Southern, Huntsville, 881-3294 □ ARIZ. Compar Rocky Mountain, 
Phoenix (Scottsdale), 947-4336 □ CALIF. Compar Los Angeles, Los Angeles (Glendale), 245-1172; Jack Pyle Company, San Francisco (Representative) 
349-1266: Compar San Francisco, San Francisco (Distributor) 697-6244, □ COLO. Compar Rocky Mountain, Denver (Littleton), 798-2431 □ CONN. 
Compar New England, Hamden, 288-9276 n DISTRICT OF COLUMBIA (see Hyattsville, Md.) □ FLA. Compar Florida, Orlando, 855-3964 □ ILL. 
Compar Chicagoland, Chicago 46, 775-5300 □ MD. Compar Chesapeake, Baltimore, 523-7700; Compar Chesapeake, Hyattsville, 927-7222 □ MASS. 
Compar New England, Boston (Newtonville), 969-7140 □ MICH. Compar Michigan, Detroit, 865-5550 □ MINN. Compar Twin Cities, Minneapolis, 922-7011 
□ MO. Compar Ozarks, St. Louis, 428-5313 □ N.J. Compar Philadelphia, Camden (Haddonfield), 429-1526 □ N.M. Compar Rocky Mountain, Albu¬ 
querque, 265-1020 □ N.Y. Compar Albany, Albany, 436-8536; Compar Albany, Binghamton (Endwell), 723-8743; Compar Albany, Buffalo (Depew), 
684-5731: Compar New York, Clifton, New Jersey, 471-6090 □ N.C. Compar Southern, Charlotte, 333-7743 □ OHIO Compar Ohio, Cleveland (Fairview 
Park), 333-4120; Compar Ohio, Dayton (Fairborn), 878-2631 □ ORE. (see Washington) □ PENN. Philadelphia (see Camden, New Jersey) □ TEXAS 
Compar Southwest, Dallas, 327-3944; Compar Southwest, Houston, 645-2135 □ VA. Compar Southern, Richmond. 266-2060 □ WASH. Compar North¬ 
west, Seattle, 622-0622 □ CANADA Aero Sales Engineering Company. Rexdale, Ont., 249-9139; Aero Sales Engineering Company, Ottawa, Ont., 828-8560. 

SIGNETICS METROPOLITAN NYC SALES OFFICE: Newark, New Jersey, Phone (201) 992-3980; Irving Cooper, Brian Brackle 
SIGNETICS EASTERN REGIONAL SALES OFFICE: Francis J. Bigda, 591 North Ave., Wakefield, Mass., Phone (617) 245-8200, TWX: (617) 245-8367 
SIGNETICS WESTERN REGIONAL SALES OFFICE: Jack Halter, 8820 Sepulveda, Los Angeles 45, Calif., (213) 776-2295/2296, TWX: (213) 670-4303 
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If you know one of our 
Sales Engineers, you know 
what's most important 
to know about synchros. 



Now you know. One of our Sales Engi¬ 
neers can help you with any synchro 
problem. Including those you’ve 
almost given up on. He represents the 
most complete line of synchros in the 
industry, and his knowledge about 
them stays as up-to-date as today. 

That’s why he’s one of the few 
people around who doesn’t break out 


into a sweat when customers ask 
about those new high-temperature 
synchros that can take up to 800 
degrees F. 

How about synchros resistant to 
nuclear radiation? Space and missile 
applications? He knows, he knows. 
All about the new line of military and 
Autosyn® synchros, too. So, if you’re 


up against a tough synchro problem, 
get in touch with one 
of our Sales Engineers. 

He’s just the man to 
help you solve it. 

Phone 717 278-1161, 

Montrose, Penna. 

Send for new catalog. 


Ml&WSiflJMi 

nmnuiiQH cauloo 




Montrose Division 


r i 



CORPORATION 


L_ A 
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Eastman Kodak Company 
Special Applications 




This is one way to get an answer 


This is 
another 


Your need for data capture is specific to the job at hand, and photog¬ 
raphy is a possible answer. So you put your problem to us in a letter 
(a phone call to 716-325-2000, Ext. 5129, may do just as well). If 
the photographic method is not a practical answer for you, we tell 
you so. If it is, we get you together with the two or three photo¬ 
engineers on our staff who are best qualified to respond to your 
special requirements. 

We can extend this broad-gauge invitation because a new line of 
Kodak films designed for quick, compact, fuss-free processing offer 
a new potential for removing the nuisance aspects of photorecord¬ 
ing and leaving only its great benefits. Now we are ready for many 
high-volume data-recording applications. Yours may be one. 



Kodak 
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IBM 

INDUSTRIAL 

PRODUCTS 

DIVISION 


New IBM miniature dry reed switches 
give you low contact resistance 
-less than 100 milliohms throughout life 


But that's not all. 

These new reed switches are now 
double plated, rhodium over gold, to 
give you low noise as well. 

And long life too—up to 125 million 
error-free operations (mean time to 
first error). 



We dynamically set the air gap for each switch 
(shown here 2X actual size). 

Whether you use IBM miniature dry 
reed switches in relays or magnet actu¬ 
ated applications you get highly con¬ 
sistent performance throughout life. 
Here's why. 


First, we dynamically set the air gap 
between the reeds. This means a stable 
sensitivity of ± 7 N I (maximum) in 
every reed switch. No need to select 
or grade them. 

Then we check contact resistance 
of each switch (including leads) under 
low level conditions. Result: a mean 
of 50 milliohms. 

To verify long switching life we con¬ 
duct life tests on a regular basis. Here 
we monitor every switching operation 
to identify every error—all the way up 
to end of life. 


leakage and voltage breakdown. 

But perhaps the best proof of their 
life/performance is our own testi¬ 
monial: We use them in practically all 
of our own computers, including the 
new System/360. 

Why not put IBM miniature dry 
reed switches to the test in one of 
your applications. For complete spec¬ 
ifications, life ratings and test criteria 
write to the IBM Industrial Products 
Division. 1000 Westchester Avenue, 
White Plains, New 
York 10604. 
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Type 

422 


Designed to handle the shocks, vibrations, temperatures, 
and other adverse conditions encountered in industrial 
environments. Proportioned to fit the job for ease in view¬ 
ing and operation. Carrying handle adjusts for various tilt 
positions and is a sturdy support stand; front cover serves 
as accessory and storage case. 


The Type 422 is dimensionally proportioned 
for comfortable portability and on-the-job 


convenience. 

Small Size — with maximum overall dimensions of 6%" 
high x 10" wide x 17 4 /s" deep, including panel cover 
and handle, making it easy to carry anywhere, even 
through a revolving door. 

Light Weight — ^21 pounds, with panel cover and in¬ 
cluded accessories. 

Low Power Requirements—for AC model, ^40 watts; 
for AC-DC model, ^28 watts AC, ^22 watts DC; 
power drain on external DC is constant for 11.5v— 
35 v range. 

Rugged Construction — designed and tested to meet 
Tektronix environmental requirements: 

Storage (without batteries) —55°C to +75°C, 

to 50,000 ft. 

Operating (without batteries) —15°C to 4-55°C, 

to 15,000 ft. 

Storage (with batteries) —40°C to -j-60°C 

Operating (with batteries) —15°C to +40°C, 

to 15,000 ft. 

No fan used. Runs cool and stays clean. 

Versatile Performance —with bandwidth of dc-to-15 Me, 
sensitivity to 10 mv/div, sweep speed of 0.5 jusec div 
to 0.5 sec/div, and dual-trace operation in a compact 
instrument. Ch 2 X10 to 1 mv div (AC only). 

Sharp, Bright Displays—even under high ambient light 
conditions. Rectangular 4" CRT provides 7.9 square 
inches of usable graticule area. (For comparison, 
6 cm x 10 cm = 9.3 square inches.) 

Quality — same ±3% calibration accuracy, value engi¬ 
neering, careful manufacture, strict quality control, 
and international engineering support as other Tek¬ 
tronix laboratory oscilloscopes. 


Type 422 Oscilloscope (AC only).$1325 

Type 422 Oscilloscope (AC-DC).$1750 


(Includes set of 20 NiCd cells) 

U.S. Sales Prices f.o.b. Beaverton, Oregon 

For a demonstration-call your Tektronix Field Engineer 

Tektronix, Inc . 

































CORNING CYFM Capacitors: CYFM 10, 0.5-300 pf; CYFM 15, 220-1200 
pf; CYFM 20. 560-5100 pf; CYFM 30, 3600-10,000 pf; VDCW, 300 and 
500 volts. 


ere’s a chance to exer¬ 
cise your American 
sense of fair play and 
sportsmanship—and, 
at the same time, do a 
shrewd bitof capacitor- 
reliability buying. 

Specify CORNING- CYFM Capacitors. 
Is it that simple? Yes. 

Look at the rewards for you first. Our 
glass-dielectric CYFM capacitors give 
you stability that's invariable with time, 
temperature, and environment, and a 
TC that’s always retraceable within 5 
ppm on the curve. 

You get reliability that’s inherent from 


the way they’re made—in basically the 
same process that turns out our ultra- 
high-reliability CORNING CYFR Ca¬ 
pacitor. 

But you can save dollars on the CYFM 
because we don’t put it through all the 
rigorous CYFR testing, 
pf for pf, you can’t buy more stability 
and reliability for fewer dollars than you 
get in the CORNING CYFM Capacitor. 
Now, the emotional. Our CYFM lives 
constantly in the shadow of its glamor¬ 
ous Autonetics/Minuteman CYFR older 
brother. The CYFR has just success¬ 
fully completed over 41 million unit 
test hours and 45 months of continuous 
testing!* You can well understand the 


frustration, the second-best, underdog 
feelings of the CYFM. 

Have a heart. Use your head. Specify 
CORNING CYFM Capacitors. You will 
make everybody happy—reliability en¬ 
gineers, comptrollers, and us. 

For complete data and for parts, send 
to Corning Glass Works, 3909 Elec¬ 
tronics Dr., Raleigh, N. C., or call your 
Corning distributor. 

# Autonetics lot-acceptance testing program. 


CORNING 

ELECTRONICS 
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Almost overnight, SCR Thyristor power has grown to 
the point where it is now the only logical choice for 
adjustable speed drives. Here’s why: 

Almost instantaneous response. Signals from sensing 
devices are converted into power changes so fast that 
power supply is no longer the limiting factor in achiev¬ 
ing maximum system performance. 

True Solid-State reliability. With no moving parts, SCR 
Thyristor systems are completely free from the wear, 
tear and repair associated with rotating apparatus. 
Downtime is sharply reduced; production curves climb. 

Lower maintenance and installation costs. SCR Thy¬ 
ristor systems require no special foundations, no criti¬ 
cal alignment, less overall floor space, no preventive 


maintenance, no periodic shutdowns. An occasional 
visual inspection is all that’s needed. 

Higher load efficiency. SCR Thyristor systems improve 
full load efficiency more than 20% over motor-generator 
sets, according to a detailed study of typical drive 
applications. 

With all these advantages, why not specify SCR Thy¬ 
ristor Power on your next adjustable speed drive? And 
for the ultimate in performance and reliability, make 
sure your supplier uses Westinghouse SCR’s. Ask him 
about our semiconductor guarantee, sc.soae 

You can be sure if it's Westinghouse 
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110 cps full scale response 

+ 

greatest resolution ) 

No other oscillograph recorder can match the frequency 
response of Ester line Angus . . . flat to 110 cps (±1%) 
at 40 mm peak-to-peak deflection. 

At 140 cps, frequency response of these four, six and 
eight channel recorders is down only 3 db from full 
scale. Even at 200 cps, stylus excursion is 8 to 10 mm. 

Resolution? Esterline Angus combines highest chart 
speeds (to 500 mm per second) with highest frequency 
response. 

Exceptional resolution is further assured because of 
the exclusive Direct-Carbon-Transfer writing method. 
Even the one, two and three channel portables feature 
this inkless and heatless writing method. Advantages 
of D-C-T? 

• 0.005 inch wide trace occupies only '/% of full scale. Traces of 
competitive oscillographs are three times wider. 

• Chart paper at half the cost of heat sensitive paper. Charts can 
be easily, economically reproduced. 


= your best Oscillo Graph buy 


• No start-up problems because there are no pens to clog or ink 
to splatter. 

• No stylus temperature adjustments to bother with. 

Interchangeable, plug-in amplifiers and couplers provide 
a multitude of signal channels to record signals from a 
few microvolts to hundreds of volts. 

The stylus motor uses no permanent magnets. This 
eliminates the clutter of brushes, slip rings, armature 
leads and linkages normally found in stylus drive mech¬ 
anisms. 

For highest resolution, unequalled response and trou¬ 
ble-free writing, investigate Ester line Angus Oscillo 
Graph Recorders. 

Write for informative Series "O” Catalog. 

ESTERLINE ANGUS INSTRUMENT COMPANY, INC. 
Box 24000 E • Indianapolis, Indiana 46224 


ESTERLINE ANGUS 

Excellence in instrumentation for over 60 years 
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June 14,1965 Highlights of the issue 


Technical Articles 


How to specify There are few comparisons of potentiometers available to 

potentiometers: help an engineer choose the right one. In this article, how- 

page 78 ever, ^e author has examined the important characteristics 
of pots and tabulated them to make the selection easier. 


Special report— 
New interest in the 
unijunction transistor: 

page 87 


Probably the best known job of the uni¬ 
junction transistor is to switch a silicon- 
controlled rectifier. With wider use of the 
scr, more interest has been generated in 
the device that triggers it. For the cover, 
Vincent Pollizzotto photographed the cir¬ 
cuit for a car-top emergency light where 
one unijunction transistor switches four 
silicon control rectifiers sequentially to 
create the effect of a revolving light. 

Included in the special report: 

■ A review of the industry 

■ Now, planar unijunction transistors 

■ Reliability of the unijunction transistor 
■Timing and level-sensing applications 


Electronics 



Bioengineering, a 
new discipline: 
page 111 


As biology moves into a new area of research, biologists need 
systems that can gather, amplify, and measure signals for 
inside the body. Part 1 of a two-part series. 


Coming ■ Low light level television 

June 28 " More on biotelemetry 

' Measurement of stored charge in a diode 
B Electronic variable attenuator 







Components 


Picking the right potentiometer 


Types differ markedly in performance. Here are 
some comparisons to help in specifying the best 
variable resistor for a particular task 


By L. Thomas Peart 

Helipot Division, Beckman Instruments, Inc., Fullerton, Calif. 


Although the potentiometer is older than elec¬ 
tronics itself, circuit designers frequently lack the 
information necessary in specifying the best type 
for a specific purpose. Particularly with precision 
pots, where the trend is to higher requirements 
by the component user, there are few comparisons 
of each type’s performance characteristics. 

The table on page 79 lists the accuracy of out¬ 
put and the mechanical arrangement for mounting 
and adjustment, of the four broad types of variable 
resistors: volume control or radio pots, semi-preci¬ 
sion, precision, and trimming pots. 

This article describes precision pots and their 
performance, although many of the descriptions 
apply to all the other types of variable resistors. 
A precision pot differs from other types mainly in 
its higher output accuracy and its better perform¬ 
ance under stringent environmental conditions. 

All wirewound precision pots share two basic 
weaknesses: they are subject to catastrophic failure 
because the wire is subject to breakage and wear, 
and they are noisy. 

The reliability problem has been reduced with 
greater uniformity of the wire’s cross section and 
with superior winding techniques resulting in bet¬ 
ter encapsulation of the coils. New oils and greases 
inhibit oxidation, reduce wear and entrap wear 
debris away from the contact path. 

The author 

L. Thomas Peart Is the chief 
engineer in charge of trimmer 
potentiometer development at the 
Helipot division of Beckman 
Instruments, Inc. He is the author 
of many technical articles on 
potentiometers. 


Despite these precautions, noise may still ap¬ 
pear and behave in an unpredictable manner; it 
may remain constant, increase, shift position, or 
clear up entirely. 

However, it is necessary to put the noise prob¬ 
lem in perspective. For years, practically all noise 
measurements have been made in a rheostat cir¬ 
cuit using a one-milliampere constant current 
source and an oscilloscope-detection technique as 
specified in both NAS 710 and MIL-R-12934 (dia¬ 
gram, p. 80). This test was established primarily 
to measure potentiometer quality; when used quan¬ 
titatively, however, the test does not apply to all 
circuits. 

The fallacy of using a test procedure that is 
not applicable to all circuits can be shown with 
an example (diagram, p. 80). In a potentiometer 
application, even a noise level 10 times the maxi¬ 
mum allowed by the noise standard would result 
in an output error no more than 0.01% at the 
highest end of the potentiometer’s output; at the 
low end, the error would vanish. As the output load 
ratio decreases, this error increases, but not nearly 
as much as the deviation from linearity that was 
introduced by the loading. 

When the pot is used as a rheostat, the noise- 
induced error equals the ratio of noise magnitude 
to total resistance. This is one major reason why 
it is preferable to use a potentiometer as a voltage 
divider rather than as a variable resistance control. 

Nonwirewound potentiometers 

Four materials are used in nonwirewounds’ re¬ 
sistive elements: cermet, conductive plastic, car¬ 
bon film and thin metal film. 

Cermet pots are made of a 0.0005- to 0.005-inch 
layer of finely divided precious-metal particles, 
suspended in a glass matrix and fused to a ceramic 
base at temperatures of 1,400° to 2,000°F. 
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Multiturn wirewound potenti¬ 
ometer, shown in cutaway view, 
has been greatly improved by 
using more uniform wire and 
better coil-encapsulation 
techniques; new oils and greases 
lubricate wire paths, inhibit 
oxidation and entrap wear 
debris away from the 
contact path. 


Conductive plastic types contain a mixture of 
conductive materials in a filler of insulating plas¬ 
tic, usually bonded to a plastic base. The materials 
are molded into the required element shape by- 
heat and pressure. 

Carbon film is a thinly deposited carbon coating, 
usually on a plastic or ceramic base. 

Thin metal films are usually vapor-deposited 
metals, such as Nichrome, on a glass or ceramic 
base. The films are extremely thin; often they are 
measured in hundreds of angstroms. 

For the table on page 81, the advantages and 
disadvantages of the types of potentiometers were 
extrapolated from specifications given by various 
manufacturers. This information was modified on 
basis of the author’s experience, test reports, tech¬ 
nical articles, reports and discussions with manu¬ 
facturers and users. Each type is given a numerical 
rating, with number 1 signifying the best per¬ 
formance. 

The table shows marked differences in electrical 


characteristics and in accuracy and performance 
characteristics. Size, weight and expected rota¬ 
tional life also are described. 

Electrical characteristics 

Single-turn wirewound potentiometers perform 
best in the range between 1,000 and 50.000 ohms. 
At lower resistances they are noisier, with higher 
temperature coefficients of resistance; resolution 
is poorer than in other types because single turns 
of wire have wider spaces between them for points 
of contact to the slider arm. When more turns of 
wire are used, the available range of resistance 
is widened and resolution is improved. 

All nonwirewound types perform better in a-c 
circuits than wirewounds. They do not have the 
inductance or the wire-to-core capacitance of wire- 
wounds, and have satisfactory phase-shift per¬ 
formance well into the megacycle region. Metal- 
film types are limited to low-to-middle resistances; 
carbon film is confined to the middle-to-high range. 


Types of potentiometers 


Radio 

Semiprecision 

Precision 

Trimming 

Wirewound 

Wirewound 

Wirewound 

Wirewound 

Materials 




Carbon 

Mechanical 

Hot molded carbon film 
Cermet 

Conductive plastic 

Cermet 

Conductive plastic 

Carbon film 

Metal film 

Photoconductive 

Cermet 

Conductive plastic 
Metal film 

Carbon film 

Hot molded carbon 

Single-turn 
Bushing mount 

Single-turn 

Bushing mount 

Single-turn 

Multiturn 

Bushing mount 

Servo-mount with ball bearings 

Single-turn 

Lead-screw actuated 
Lead wires 

Printed circuit pins 
Solder lugs 
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Potentiometers come in a wide variety of shapes, sizes and capabilities. Five types shown are 
radio or volume control, semiprecision, single and multiturn wirewounds, and trimmer. 


Cermet has the widest range. 

Cermet and metal-film pots use inherently high- 
temperature materials, and can handle higher power 
than either conductive plastic or carbon-film wire- 
wounds. However, wirewound units with ceramic 
cores can also dissipate high wattage. 

Linearity errors 

If a variable resistor had ideal linearity, its elec¬ 
trical output would change in proportion to its 
angular rotation. 

Deviation from linearity is the amount the elec¬ 
trical output departs from the mechanical input 
function. 

Multiturn wirewound pots have the best linearity 
because longer resistive elements are available. 
Linearity error, expressed as a percentage of in¬ 
put, is decreased when the contact path is length¬ 
ened by using many turns of wire, wound around 
a multi turn core. 

POTENTIOMETER 



Noise-test circuit, established to measure potentiometer 
quality, may give false picture of noise performance. 


INPUT 


I0K 

POTENTIOMETER 



1000 ft NOISE,SLIDER 


OUTPUT 
1000: I LOAD 


Error due to 1,000-ohm noise would result only 
in a maximum output error of 0.01% at the 
highest end of a 10,000-ohm potentiometer. 


Percentage error, due to nonuniformity of wire 
and wire spacing, irregular mechanical contact, and 
lack of concentricity of the resistive element, is 
reduced. 

Linearity of nonwirewounds is equal to or greater 
than that of single-turn wirewounds. When multi¬ 
turn nonwirewounds become more widely avail¬ 
able, their linearities should be superior because 
these pots can be tailored, by removing resistance 
material to achieve final output accuracy. 

Response to input signal 

Resolution is a measure of the degree to which 
the output voltage of a potentiometer responds to 
the mechanical input. 

In wirewound types, the theoretical resolution 
equals the reciprocal of the number of wire turns, 
converted to a percentage. In operation, the wiper 
arm of a potentiometer seldom bridges one wire 
turn at a time; when some are higher or lower than 
the others, additional error in resolution is intro¬ 
duced. Shorted turns also lower the resolution. 
These factors may cause the actual resolution to 
depart from the theoretical by as much as 10 times, 
and to vary over segments of the resistance ele¬ 
ment. 

In nonwirewounds, resolution can be affected 
by variations in particle size of the materials used, 
by dispersion of the metal carbon or oxide par¬ 
ticles in the binding matrix; and in the surface 
of the material. The smallest increment of re¬ 
sistance change in nonwircwound pots is usually 
so small that manufacturers rate resolution of these 
pots as infinite (see diagram at bottom of p. 81). 

Temperature coefficient of resistance 

Although the raw wire used in potentiometers 
may have temperature coefficients as low as ±10 
parts per million per degree centigrade, this co¬ 
efficient may rise to ±50 to ±70 parts per million 
per degree in a completed pot because of strains 
and thermal expansions introduced by winding the 
wire around the core, and because of thermal ex¬ 
pansion of the core and housing assembly. 
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Among nonwirewounds, cermet and metal films 
have the best temperature coefficients of resistance. 
Over a wide range of resistance values, these two 
types have temperature coefficients of resistance 
better than dt 100 parts per million per degree 
centigrade. 

Conductive plastic and carbon film generally 
have high negative temperature coefficient of 
resistances—from —400 to —1,000 parts per mil¬ 
lion per degree centigrade. 

Solving the noise problem 

Electrical noise may be caused by intermittent 
contact between slider and track, and resistance 
fluctuations caused by irregularities in materials 


Characteristics of precision 
potentiometers 



Electrical 

Resistance range. 3 1 1 2 4 

A-c performance. 2 11 11 

Wattage. 2 12 3 3 

Dielectric withstanding.. Ill 11 

Insulation resistance.... 3 12 2 1 

Accuracy and precision 

Linearity. 1 2 2 2 2 

Resolution. 2 11 11 

Electrical angle. 1 2 2 2 2 

Backlash. 2 11 11 

Temperature coefficient 1 2 3 4 2 

Jump-off voltage. 1 2 2 2 2 

End resistance. 2 11 11 

Noise.. 2 11 11 

Mechanical 

Size and weight. 3 1 2 2 3 

Torque. 2 11 11 

Rotational speed. 2 11 11 

Mechanical angle. 1 3 3 2 3 

Expected rotational life.. 5 2 1 3 4 

Environmental 

Humidity. 2 13 4 1 

Vibration, shock, 

acceleration. 2 11 11 

Load life. 112 2 1 

Thermal shock. 112 3 1 

High temperature 

exposure. 3 12 2 1 

Low temperature 

exposure. 2 11 11 

Other capabilities 

Non-linear functions- 111 12 

Integral resistors. 3 12 2 3 

Shorted segments. 3 1 2 2 1 

Taps—voltage. 112 2 3 

Taps—current. 1 2 3 2 4 

Numeral ratings are relative with number 1 signifying 
the best performance. 


and construction. Although noise on wirewounds 
is initially lower than in other types of pots, it 
usually increases during the operational life. In 
nonwirewounds, in contrast, although the initial 
noise may be higher, it remains constant, or may 
even decrease with changes in operating environ¬ 
ments. 

In wirewounds, noise has a random, nonrepeat- 
able characteristic. It results from high resistance 
paths between the sliding contact and the resist¬ 
ance element caused by oxidation, wear debris, and 
other contaminants on the wire. 

Noise in a potentiometer is usually measured 
with a standard noise-test circuit, as shown on 
page SO. With this method, a display of the noise 
is provided on an oscilloscope. 

This is the currently accepted standard, and 
includes all noise frequencies from d-c to 50 kc. 
However, since few circuits using pots can respond 
beyond a few hundred cycles, this test was unduly 
restrictive, and the PPMA (Precision Potentiometer 
Manufacturers Association) published new test 
standards and recommended changes to incorporate 
a 1,000 cycle low-pass filter across the output. It 
has been shown that noise wirewounds, as meas¬ 
ured by the accepted standard test circuit, is often 
a function of the test circuit and does not exist 
in actual potentiometer circuits. 1,2,3 

Output smoothness and window resolution tests 
have been recommended as more indicative of 
actual circuit noise requirements for nonwire¬ 
wounds. 

In an output smoothness test, changes to the 
output slope, noise, and discontinuities will appear 
as spikes on the filtered output. The range of noise 
may be evaluated by the use of suitably designed 
electronic filters in conjunction with a strip chart 
recorder. 4 

In the window method, the slope of the output 
characteristic is analyzed, by observing the voltage 
difference at the beginning and the end of a very 
small shaft movement. 

At present, both methods are being evaluated 
by industry. 

Size and weight 

The trend toward potentiometer miniaturization 
will ultimately be limited by the resistance mate¬ 
rials available. 

Because of limits on the resistivity that can be 
obtained, wirewound and metal-film pots are not 
suitable for drastic reduction in size. For a wire- 
wound pot, higher resistance is achieved by using 
maximum-resistivity wire of smaller diameter with 
smaller wire-to-wire spacing and a larger core or 
mandrel. 

All types of pots are now produced in relatively 
small sizes, to keep pace with the demands for 
miniature units. However, there are limitations as 
to the minimum size that pots can be mass pro¬ 
duced without causing serious degradation of their 
performance characteristics. One of the smallest 
cermet trimmer types is inch in diameter. 


Electronics | June 14, 1965 


81 






























INPUT 



Photoconductive pot has no mechanical contact, uses 
a light beam as its wiper arm. Angular position of 
the light-source beam is controlled by input shaft. 

Available resistances of metal films are now 
limited to the low-to-medium resistance range. The 
higher resistivity of conductive plastic and carbon 
film permits smaller packaging of potentiometers 
in the low-to-medium resistance range. 

Cermet pots can operate under a wider range 
of temperature, wattage and humidity than other 
materials. These characteristics, along with their 
wide resistance range, allow cermet pots to be 
smaller than all other types. 

Expected rotational life 

Life span of the rotary elements, or rotational 
life, is difficult to determine without specifying 
limits of degradation of various other performance 
characteristics. For example, with repeated rota¬ 
tion, linearity error may increase, the total re¬ 
sistance of the pot may change or complete elec¬ 
trical failure may occur. 

Conductive plastic, with its smooth track surface 
and large material bulk, has the longest rotational 
life without catastrophic failure. Wirewounds have 
the shortest rotational life and are the most vul¬ 
nerable to catastrophic failure due to a broken 
wire. The exceedingly thin films of the vapor- 
deposited metals make them susceptible to wear 



Vernier potentiometer is used to improve 
accuracy of hand-set resistance values. 


Expected rotational life 


Type 

Wirewound. 

Metal film. 

Carbon film. 

Cermet. 

Conductive plastic.... 


Shaft revolutions 
(in millions) 

2 

5 

10 

20 

50 and greater 


and to abrasion from slider contact. The extreme 
hardness of the cermet film and the lubricity of 
the carbon film assure excellent wear properties. 
The rotational life values commonly associated with 
the various materials are shown in the table at the 
bottom of this page. 

Effect of the environment 

In selecting a pot for operating in various en 
vironments, the most important qualities to be con¬ 
sidered are resistance stability, moisture absorp¬ 
tion and temperature characteristics. For these 
characteristics, cermet and metal film are excellent. 
The conductive plastic and carbon films, because 
of their carbon and organic binders, generally have 
poorer temperature capabilities, greater moisture 
absorption and poorer resistance stability than 
cermet, metal film or wirewound types. 

Environmental weaknesses of the wirewound can 
be traced to the oxidizable wire that is often used, 
and to the limited operating temperature and high 
degree of water absorption of the organic coatings 
used to anchor the wire turns to the core or man¬ 
drel. Catastrophic failure can also occur in smaller 
diameter resistance wires when the wires expand, 
due to temperature and humidity changes. 

Obtaining special outputs 

All types of potentiometers can perform non¬ 
linear functions—a vital segment of the precision 
field. Wirewound types have excellent nonlinear 
capabilities by virtue of the ease with which the 
winding spacing wire size and the core or man¬ 
drel shape may be varied. Another method of ob¬ 
taining nonlinear functions is to add intermediate 
terminations (taps) and attach parallel resistors, or 
short-circuit wire segments. Materials used in non- 
wirewound types can be tailored to adjust the re¬ 
sistance of nonlinear outputs. 

Several techniques can be used to improve reso¬ 
lution in wirewounds. One of these methods is 
to place the resistance wire in the position nor¬ 
mally occupied by the wound resistive element 
and core. The wiper then rides on this continuous 
slide-wire. Even with multiturn construction, the 
resistance range is limited to low values, and 
catastrophic failure is still possible. 

A vernier potentiometer can be used to set pre¬ 
cise resistance values with great accuracy. One 
method uses three resistance elements—two equal 
high-resistance units and one equal to a fraction 
of the higher resistance value—and three sliders 
that operate on a common shaft. Two sliders art* 
actuated to travel simultaneously, and the third 
either simultaneously or independently by the 
movement of the shaft (diagram, left). A coarse 
adjustment is made first on the higher resistance 
units, followed by a fine adjustment on the lower 
resistance. The main limitations are size, cost 
and limited application in servo systems. 

Potentiometers are available that have no me¬ 
chanical contact, using a light beam as its wiper 
arm. There is no rubbing contact to wear the ele- 
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AUTOTRANSFORMER 


INPUT 



/ 


SWITCHES 


1 


.RESISTANCE 
* ELEMENT 


OUTPUT 


Single-turn pot is switched across the taps of an 
auto-transformers to obtain lower output impedance. 


ment, and driving torque is greatly reduced. This 
type of potentiometer consists of three concentric 
rings: a resistive track, a highly conductive col¬ 
lector track and a photoconductive connecting 
track joining the other two (diagram, p. 82). The 
angular position of the light beam is angularly 
controlled by the input shaft, causing the photo- 
conductive track at that point to become conduc¬ 
tive, and closing the circuit between the collector 
track (or third termination) and the resistive track 
at that point. Usage is limited by high cost, com¬ 
plex circuitry connections, limited accuracy and 
size. 

Potentiometers have been made with improved 
output characteristics for a-c applications. One 
method uses a multitapped, wirewound potentiom¬ 
eter connected to a multitap transformer. The 
transformer windings compensate for output error 
that is due to voltage change. These devices have 
excellent linearity, low output impedance and no 
catastrophic failures due to wire breakage. 

Another approach to precision wirewound a-c 
potentiometers employs a single-turn pot, switched 
across the taps of an autotransformer (diagram, 
above). Lower output impedance is achieved, but 



Stripline chart recording shows difference in 
resoluton between two types of pots, wirewound and 
cermet types, both 5,000 ohm 1 1/16 inch diameter single 
turns, rotated one degree in both directions. 


the price is decreased reliability due to the addi¬ 
tional mechanics for switching. Both of these 
methods for improving a-c output characteristics 
are expensive, nonwirewound pots often can solve 
similar problems in general applications. 

General design data 

Rotary precision potentiometers range in size 
from % inch to 3 inches in diameter. These sizes 
usually allow for radial terminals, ganging multiple 
units on a common shaft, and choice of servo 
mounting with ball or sleeve bearings, or bushing. 

Metal housing usually are used to dissipate 
added heat and increase wattage capabilities. 

Plastics of high temperature stability, such as 
diallyl phthalate, are also used to greatly reduce 
weight and size by allowing the resistive element 
to be mounted directly in the insulated housing. 

Precision single-turn units are available as small 
as one-half inch in diameter, but these usually 
have rear-mounted terminals and are not available 
in multisection models. 

Multiturn wirewound potentiometers have bet¬ 
ter resolution and linearity than single-turn types. 
But in nonwirewounds, where available resistance 
ranges are generally larger, the value of a multi¬ 
turn capability is not as great. However, multiturn 
nonwirewound construction would improve linear¬ 
ity, reduce fixed-contact resistance (d-c offset) and 
variations in contact resistance, and reduce error 
rate. This would result in an increase in total re¬ 
sistance range and in better temperature coeffi¬ 
cient of resistance, resistance stability and noise. 

At present, multiturn nonwirewound pots are 
available from only one major manufacturer, the 
Computer Instruments Corp. 

In instrumentation and control, instead of using 
linkages and gear trains from valves, actuator 
cables or push-pull rods to actuate rotary motion 
pots, it is sometimes easier to couple the straight- 
line mechanical motion directly to a linear-motion 
potentiometer. The market for such devices is 
specialized, and units cannot be fully standardized 
because of the variety of sizes, shapes and stroke 
lengths of the action device. In linear-motion pots, 
all of the materials previously mentioned for non¬ 
wirewound, films are available. The factors pre¬ 
viously discussed for rotary precision units gen¬ 
erally hold true here also. 

The designer can obtain the best performance 
at the lowest cost only if he selects his pot for the 
particular characteristics he desires. 

References 

1. Stanley Schneider and David Silverman, “Resolution and 
noise—their significance and measurements in nonwirewound 
potentiometers,” paper presented at the National Electronics 
Conference, Chicago, Oct. 20, 1964. 

2. Stanley Schneider and L.T. Peart, “Cermet potentiometers, a 
new technology,” paper presented at the Precision Potentiometers 
Manufacturers Symposium, Chicago, Aug. 19, 1963. 

3. Manual on Industry Standards, Wirewound Precision Potentiom¬ 
eter. Inspection and test procedures, Precision Potentiometer 
Manufacturers Association, Chicago, July 1964. 

4. Hans Wormser, “Potentiometer output smoothness,” paper 
presented at the Precision Potentiometer Manufacturers 
Association Symposium, Los Angeles, Aug. 20, 1962. 


Electronics | June 14, 1965 


83 
















Circuit design 

Designer’s casebook 


Designer's casebook is a regular 
feature in Electronics. Readers are invited 
to submit novel circuit ideas, packaging 
schemes, or other unusual solutions to 
design problems. Descriptions should be 
short. We’ll pay $50 for each item published. 


Detector circuit measures 
phase and amplitude 

By George S. Parks Jr. 

Communications Laboratory, Stanford Research Institute, 
Menlo Park, Calif. 


Although primarily applied to pulse-code modula¬ 
tion receivers, the synchronous detector is also val¬ 
uable as an amplitude modulation detector and as 
a measuring device for phase and amplitude of 
unmodulated signals. By operating two such de¬ 
tectors in quadrature (at a phase difference of 90°), 
it is possible to measure the signal amplitude inde¬ 
pendent of phase and the phase independent of 
amplitude. The detector is easily implemented with 
a transistor switching circuit. 

Signal-to-noise ratio at the detector output is 
directly proportional to the input signal-to-noise 
ratio and to the cosine of the angle between the 
carrier and the local oscillator. Hence, detection 
is truly linear. 

The detection process can be described as mix¬ 
ing or multiplying a signal frequency with a local 
oscillator frequency. To achieve a truly linear fre¬ 
quency translation, the mixer’s input-output char¬ 
acteristics should be constant whether the signal is 
present or not; and the mixer should not contain a 
nonlinear device in which rectification of the signal 
can take place. 

The transfer characteristics of such a circuit can 
be described as a general Fourier series: 

e 0 = € s [ao + d\ cos (com t + <j> m) 

+ Clo COS 2(o)lo£ + </> 10 + ■ * ■] 

where e G is the detector output, e s is the input sig¬ 
nal, a 0 . . . a„ are the Fourier coefficients that de¬ 
scribe the local oscillator waveshape (normally a 
square wave) ono is the local oscillator frequency 
and <f>\Q is its phase with respect to an arbitrary 
standard. 

The input signal is 

6 8 = E a COS (c i) c t -(- </> c ) 

where E s is a modulating waveform, w c is the car- 


LOCAL 

OSCILLATOR 

INPUT 


•300V D-C 



DETECTOR 

OUTPUT 


Synchronous detector has linear detection 
characteristics that allow receiver’s 
bandwidth to be varied easily after detection, losing 
none of the usual advantages of predetection 
bandwidth with regard to noise response. 


rier frequency, and </> t . is the phase of the carrier 
with respect to the same arbitarary standard as 
that of the local oscillator. 

After substituting for e s in the Fourier series, 
multiplying through, making trigonometric sub¬ 
stitutions for the case where o>i 0 = w c , and elimi¬ 
nating terms at frequency o> t . or higher (equivalent 
to low-pass filtering), the expression for mixer out¬ 
put becomes 

E„ = cos (fr - fro) 

By using two detectors with local oscillators in 
quadrature, output signals may be generated that 
are proportional to both the sine and cosine of the 
phase difference between the local oscillator and 
the carrier. If one of these signals is applied to the 
horizontal axis of an oscilloscope and the other to 
the vertical axis, the incoming signal appears on 
the screen as a phasor from which the phase differ¬ 
ence between the signal and the local oscillator can 
be conveniently measured. 

The synchronous detector shown in the circuit 
diagram is designed to detect a signal at an inter¬ 
mediate frequency of 2.5 kilocycles. The transistor 
is usually biased on, so that the voltage at the input 
to the LC filter is zero. If the local oscillator input 
is a square wave (at the i-f frequency), the transis¬ 
tor is alternately switched from saturation to cut¬ 
off. When Qi is at cutoff, the i-f signal is applied 
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through the transformer to the input of the filter. 
Thus the action of the transistor is virtually that of 
the ideal switch. The LC low-pass filter removes 
the higher-frequency components of the output. 

The resistance of the transistor (2N945) in cutoff 
is higher than the impedance level of the circuit 
so that its effect can be neglected. However, the 
offset voltage of this transistor when saturated is 
typically two millivolts, which can be an appre¬ 
ciable part of the d-c output. 

In the synchronous detector, the relationship be¬ 
tween the input and output signal-to-noise ratios 
is linear 

$out = 2 .S in /cos (</>c <Aio)* 


Small signal-to-noise ratios degrade significantly 
from input to output in other detectors. Here, un¬ 
like other detectors, the detection process can be 
improved equally by integrating the received sig¬ 
nal either before or after detection while losing 
none of the usual advantages of predetection band¬ 
width with regard to noise response. As a result, 
the effective bandwidth of a receiver can be nar¬ 
rowed by mathematical averaging. 
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Triangle generator adjusts 
output slopes and peaks 

By R.Zane 

Lawrence Radiation Laboratory 
University of California, Berkeley 


The output of this triangular wave generator is a 
waveshape with peaks and slopes that can be varied 
independently. Usually, when a triangular wave is 
generated by integrating a square wave with an 
operational amplifier, the triangular wave is asym¬ 
metrical, the integration time constant must be ad¬ 
justed for each operating frequency range, and— 
within a certain frequency range—the amplitude 
varies directly with frequency. 

However, none of these limitations exists in a 
generator where triangular waveshapes are formed 
by a bistable current source. 

In the circuit diagram at right, the stability of the 
off state is maintained because the transistors are 
silicon types and the values of IT and R ; * are se¬ 
lected so that transistor leakage current is low. 

A positive pulse e oll at terminal A causes Qu to 
conduct momentarily. This momentary collector 
current produces a voltage drop across IT and zener 
diode D, that causes Qi to conduct. The collector 
current of Qi produces a voltage drop across IT 
and zener diode D 2 that causes Q* to remain in 
conduction. Thus, a stable on current is established 
by the voltage-limiting action of D, and D_>. 

The circuit returns to its stable off state when 
a positive pulse at terminal B momentarily turns 
Qa on. When Q» conducts, it removes the turn-on 
voltage from Q/s base, Q L . turns off and removes 
the turn-on voltage from Q/s base. The current 
source remains in the off state until another on 



Bistable circuit turns on (Q 2 conducts) when a positive 
pulse is applied at terminal A. Circuit remains in conduction 
until a positive pulse is applied at terminal B. 


pulse is provided. 

The effective impedance of the current source 
may range from hundreds of thousands of ohms to 
megohms depending on the values of R, and R 4 , 
the impedances of Di and D L >, and the betas of 
Qi and Q 2 . 

The triangle wave generator shown in the block 
diagram on the next page has two bistable circuits. 
One acts as a current source and the other as a 
current sink. The source produces current flow into 
capacitor C, causing an increasing voltage across 
the capacitor according to the relation 

dV/dt = I/C or V = * J (I) dt 

The current sink provides a current flow out of the 
capacitor, causing a decreasing capacitor voltage 
according to the same relation. The two bistable 
circuits are cross-coupled so that when one circuit 
turns on, it provides a turn-off pulse for the other 


J 


Electronics | June 14, 1965 


85 























Generator produces triangular waveshapes with independently adjustable positive and nega¬ 
tive peaks, slopes and frequency. Positive slope varies as R„. and R n , negative slope varies 
as Ru and Ri B . Capacitance of Ci and Co affects both slopes simultaneously. Waveshape 
peaks determined by the zener voltages of Di and D 2 . Ujt circuit (tickler) starts the generator. 


Triangular wave generator contains two bistable 
circuits, one used as a constant current source that 
controls the current flow into capacitor C, and the 
other serving as a constant current sink that determines 
the rate of discharge current from C. Sensing circuits 
adjust waveshape peak voltages and provide turn-on 
and turn-off pulses for the bistable circuits. 


circuit. The current source turns on when the volt¬ 
age across C reaches —V re f, and the current sink 
turns on when the voltage across C reaches -f-V ref . 
With the current sources interconnected as shown 
in the block diagram, four possible stable states 
exist: 

■ Both current sources off. This state can occur 
immediately after power is applied; and it may be 
eliminated by a turn-on or “tickler” circuit that 
switches on only one of the bistable circuits at the 
instant power is applied. 

■ Source on and sink off. During this state, the 
positive slope is produced until the +V re f sensing 
circuit turns on the current sink, which provides a 
turn-off pulse to the current source. 

■ Source off and sink on. Negative slope occurs 
until the —V re f sensing circuit turns on the current 
source, which provides a turn-off pulse for the 
current sink. 

■ Current source and sink on. This state can 
occur if the off state of both bistable circuits is not 
sufficiently stable. By momentarily removing power 
from the generator, this state may be corrected. 


— Vref 

(NEGATIVE PEAK) 
SENSOR 


£ 



TICKLER 
(TURN ON 
CIRCUIT) 


BI-STABLE 

CURRENT 

SOURCE 


■ +12 V 


C 0N 


°0FF 


1 


1 + 


I- 


' OFF 


EMITTER 

FOLLOWER 


L OUT 


+ V R£F 


r 

BI-STABLE 

(POSITIVE PEAK) 

1 


CURRENT 

SENSOR 


SINK 


-12V 


+ V 


REF 


■OUT 


-V 



REF 


In the circuit diagram above, Qi and Q L » form a 
push-pull emitter follower, and Q* and Q 4 are 
positive and negative peak detectors. 


V. 
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Solid state 

Special report: 

The unijunction transistor 

From ball parks to ballistic missiles, it’s finding more and more uses. 

As the market grows, so does competition among manufacturers 



By Jerome Eimbinder 

Solid State Editor 


The electronic scoreboard at Houston’s new Astro¬ 
dome Stadium does more than keep baseball fans 
apprised of the progress of the game. It dramatizes 
a trend in the semiconductor industry toward uni¬ 
junction transistors. 

For years, manufacturers conceded the unijunc¬ 
tion-transistor market to the General Electric Co. 
because most applications required just one such 
device, or a few at most; GE’s potential rivals 
didn’t consider a field of this size worth fighting for. 

The Astrodome scoreboard employs 200,000 
semiconductor devices; of these, 25,000 are uni¬ 
junction transistors. More displays using unijunc¬ 
tion devices are being considered at other ball 
parks; also, the American Machine and Foundry 
Co. is developing an automated bowling score- 
board, designed with unijunction transistors. The 
devices also are finding their way more and more 
frequently into military and industrial applications. 

Sales climbing 

With the biggest producer, GE, reluctant to dis¬ 
close figures, it’s difficult to assess the size of the 
market for unijunction transistors. However, some 
industry observers estimate that sales will exceed 
$1.5 million in the current fiscal year and $2.5 mil¬ 
lion in the year ending in June, 1966. GE says it 
commands about 80% of the market; other esti¬ 
mates put GE’s share as high as 95%. A GE 
spokesman says profit on these devices is “very 
healthy.” 

But competition is growing, particularly from 
two giants in the semiconductor industry: Texas 
Instruments Incorporated and Motorola, Inc. 

Texas Instruments is no newcomer to the uni¬ 
junction field. For three years it has been a second 
source for several types introduced by GE. 

Motorola’s decision to enter the competition last 


summer was prompted by feedback from its sales¬ 
men, according to Tom Conners, marketing man¬ 
ager. Conners says, “We’ve gone into the unijunc¬ 
tion field because we’ve found that many of our 
customers use unijunction transistors to trigger our 
silicon controlled rectifiers.” He adds, “This will 
give us the ability to offer the customers a com¬ 
plete package.” Undoubtedly, Motorola’s decision 
was also influenced by the presence on its staff of 
the developer of the first commercial unijunction 
transistor, I. Arnold Lesk, as director of applied 
research. 

GE has been slow in adapting planar technology 
to unijunction manufacturing. Besides its high 
speed and low saturation voltage, the planar de¬ 
vice is especially attractive because of its poten¬ 
tially low manufacturing cost. 

Both Motorola and Texas Instruments brought 
out planar unijunction devices last fall; GE’s planar 
unit is still on the drawing board. GE may find 
some consolation, however, in its competitor’s prob¬ 
lems. Texas Instruments tried at first to make its 
two planar unijunction devices, the TISOl and the 
TIS02, in plastic packages, but reportedly had 
trouble obtaining good stability and removed both 
of them from the market. Motorola has, for undis¬ 
closed reasons, withdrawn two of the six planar 
unijunction devices it introduced last October. 

Texas Instruments is delivering samples of two 
metal-can planar diffused devices, the SJ993 and 
the SJ1127, to replace the two withdrawn silicone- 
plastic encapsulated units. It is also developing a 
low-cost line of silicon planar unijunction tran¬ 
sistors to compete with General Electric’s 2N2646 
family, which sells for as little as 60 cents apiece 
in quantities of 1,000 or more. 

One article in this issue (p. 93) discusses alloy 
and planar unijunction construction and compares 
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Scoreboard at Astrodome Stadium contains nearly 200,000 semiconductor devices including about 
25,000 unijunction transistors. The center section of the scoreboard, showing the message “we win," 
can also display scenes and pictures of players. The manufacturer is the Fair Play Scoreboard Co. 



◄ Electric-powered fork-lift truck uses a unijunction 
transistor in its control system. The transistor 
supplies a 50-milliampere signal to turn on a silicon 
controlled rectifier. The rectifier delivers pulses 
up to five amperes to the d-c motor. By varying 
the pulse frequency from 45 to 300 cps, the average 
voltage to the motor can be varied and the motor 
speed controlled from minimum to maximum. In the 
photograph, a load of welded transformer parts are 
being stacked for storage. Truck was built by 
the Baker division of the Otis Elevator Co. 



Engineering-laboratory test set for measuring unijunction 
transistor's characteristics. This instrument whose 
circuitry contains unijunction transistors, measures seven 
characteristics including intrinsic standoff ratio and 
interbase resistance. It is manufactured by the Syracuse 
Electronics Corp. 
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Unijunction transistor characteristics chart 




ABSOLUTE MAXIMUM RATINGS 



CHARACTERISTICS 










Emitter 



Peak-point 

Interbase 

Base-one 



TYPE 

STRUC¬ 

Emitter 

RMS 

Dissi¬ 

reverse 

Intrinsic 

emitter 

resistance 

peak 



NUMBER 

TURE 

reverse 

emitter 

pation 

current 

stand-off 

current 

at 3V. 

pulse 

CASE 

MFR. 



voltage 

current 

at 25°C 

at 30V. 

ratio 

at 25V. 

\e 

= 0 

voltage 





(volts) 

(ma) 

(mw) 

Gia) 

at 10V. 

Ota) 

(kilohms) 

(volts) 








max. 

min. 

max. 

max. 

min. 

max. 

min. 



2N489 

bar 

60 

70 

450 

2.0 

.51 

.62 

12 

4.7 

6.8 

— 

T05 

GE, Tl 

2N489A 

bar 

60 

70 

450 

2.0 

.51 

.62 

12 

4.7 

6.8 

3 

T05 

GE, Tl 

2N489B 

bar 

60 

70 

450 

0.2 

.51 

.62 

6 

4.7 

6.8 

3 

T05 

GE, Tl 

2N490 

bar 

60 

70 

450 

2.0 

.51 

.62 

12 

6.2 

9.1 

— 

T05 

GE, Tl 

2N490A 

bar 

60 

70 

450 

2.0 

.51 

.62 

12 

6.2 

9.1 

3 

T05 

GE, Tl 

2N490B 

bar 

60 

70 

450 

0.2 

.51 

.62 

6 

6.2 

9.1 

3 

T05 

GE, Tl 

2N490C 

bar 

60 

70 

450 

0.02 

.51 

.62 

2 

6.2 

9.1 

3 

T05 

GE 

2N491 

bar 

60 

70 

450 

2.0 

.56 

.68 

12 

4.7 

6.8 

— 

T05 

GE, Tl 

2N491A 

bar 

60 

70 

450 

2.0 

.56 

.68 

12 

4.7 

6.8 

3 

T05 

GE, Tl 

2N491B 

bar 

60 

70 

450 

0.2 

.56 

.68 

6 

4.7 

6.8 

3 

T05 

GE. Tl 

2N492 

bar 

60 

70 

450 

2.0 

.56 

.68 

12 

6.2 

9.1 

— 

T05 

GE, Tl 

2N492A 

bar 

60 

70 

450 

2.0 

.56 

.68 

12 

6.2 

9.1 

3 

T05 

GE, Tl 

2N492B 

bar 

60 

70 

450 

0.2 

.56 

.68 

6 

6.2 

9.1 

3 

T05 

GE, Tl 

2N492C 

bar 

60 

70 

450 

0.02 

.56 

.68 

2 

6.2 

9.1 

3 

T05 

GE 

2N493 

bar 

60 

70 

450 

2.0 

.62 

.75 

12 

4.7 

6.8 

— 

T05 

GE, Tl 

2N493A 

bar 

60 

70 

450 

2.0 

.62 

.75 

12 

4.7 

6.8 

3 

T05 

GE, Tl 

2N493B 

bar 

60 

70 

450 

0.2 

.62 

.75 

6 

4.7 

6.8 

3 

T05 

GE, Tl 

2N494 

bar 

60 

70 

450 

2.0 

.62 

.75 

12 

6.2 

9.1 

— 

T05 

GE, Tl 

2N494A 

bar 

60 

70 

450 

2.0 

.62 

.75 

12 

6.2 

9.1 

3 

TO 5 

GE, Tl 

2N494B 

bar 

60 

70 

450 

0.2 

.62 

.75 

6 

6.2 

9.1 

3 

T05 

GE, Tl 

2N494C 

bar 

60 

70 

450 

0.02 

.62 

.75 

2 

6.2 

9.1 

3 

T05 

GE, Tl 

2N1671 

bar 

30 

50 

450 

12.0 

.47 

.62 

25 

4.7 

9.1 

— 

T05 

GE, Tl 

2N1671A 

bar 

30 

50 

450 

12.0 

.47 

.62 

25 

4.7 

9.1 

3 

T05 

GE, Tl 

2N167IB 

bar 

30 

50 

450 

0.2 

.47 

.62 

6 

4.7 

9.1 

3 

T05 

GE, Tl 

2N1671C 

bar 

30 

50 

450 

0.02 

.47 

.62 

2 

4.7 

9.1 

3 

T05 

GE 

2 N 2160 

bar 

30 

50 

450 

12.0 

.47 

.80 

25 

4.0 

12 

3 

T05 

GE, Tl 

2N2417 

bar 

60 

70 

450 

2.0 

.51 

.62 

12 

4.7 

6.8 

— 

T018 

GE 

2N2417A 

bar 

60 

70 

450 

2.0 

.51 

.62 

12 

4.7 

6.8 

3 

T018 

GE 

2N2417B 

bar 

60 

70 

450 

0.2 

.51 

.62 

6 

4.7 

6.8 

3 

T018 

GE 

2N2418 

bar 

60 

70 

450 

2.0 

.51 

.62 

12 

6.2 

9.1 

— 

T018 

GE 

2N2418A 

bar 

60 

70 

450 

2.0 

.51 

.62 

12 

6.2 

9.1 

3 

T018 

GE 

2N2418B 

bar 

60 

70 

450 

0.2 

.51 

.62 

6 

6.2 

9.1 

3 

T018 

GE 

2N2419 

bar 

60 

70 

450 

2.0 

.56 

.68 

12 

4.7 

6.8 

— 

T018 

GE 

2N2419A 

bar 

60 

70 

450 

2.0 

.56 

.68 

12 

4.7 

6.8 

3 

T018 

GE 

2N2419B 

bar 

60 

70 

450 

0.2 

.56 

.68 

6 

4.7 

6.8 

3 

T018 

GE 

2N2420 

bar 

60 

70 

450 

2.0 

.56 

.68 

12 

6.2 

9.1 

— 

T018 

GE 

2N2420A 

bar 

60 

70 

450 

2.0 

.56 

.68 

12 

6.2 

9.1 

3 

T018 

GE 

2N2420B 

bar 

60 

70 

450 

0.2 

.56 

.68 

6 

6.2 

9.1 

3 

T018 

GE 

2N2421 

bar 

60 

70 

450 

2.0 

.62 

.75 

12 

4.7 

6.8 

— 

T018 

GE 

2N2421A 

bar 

60 

70 

450 

2.0 

.62 

.75 

12 

4.7 

6.8 

3 

T018 

GE 

2N2421B 

bar 

60 

70 

450 

0.2 

.62 

.75 

6 

4.7 

6.8 

3 

T018 

GE 

2N2422 

bar 

60 

70 

450 

2.0 

.62 

.75 

12 

6.2 

9.1 

— 

T018 

GE 

2N2422A 

bar 

60 

70 

450 

2.0 

.62 

.75 

12 

6.2 

9.1 

3 

T018 

GE 

2N2422B 

bar 

60 

70 

450 

0.2 

.62 

.75 

6 

6.2 

9.1 

3 

T018 

GE 

2N2646 

cube 

30 

50 

300 

12.0 

.56 

.75 

5 

4.7 

9.1 

3 

T018 

GE 

2N2647 

cube 

30 

50 

300 

0.2 

.68 

.82 

2 

4.7 

9.1 

6 

T018 

GE 

2N2840 

cube 

30 

50 

300 

1.0 

— 

— 

10* 

4.7* 

9.1* 

— 

T018 

GE 

2 N 3480 

planar 

30 

50 

400 

12.0 

.56 

.75 

20 

4.7 

9.1 

3 

T05 

MOT 

2N3481 

planar 

30 

50 

400 

12.0 

.70 

.85 

20 

4.7 

9.1 

3 

T05 

MOT 

2 N 3483 

planar 

30 

50 

400 

1.0 

.60 

.72 

5 

4.7 

9.1 

4 

T05 

MOT 

2 N 3484 

planar 

30 

50 

400 

0.2 

.70 

.85 

5 

6.2 

9.1 

6 

T05 

MOT 

5E35t 

cube 

30 

50 

300 

12.0 

.62 

.82 

— 

4.7 

9.1 

— 

T018 

GE 

5E36f 

cube 

30 

50 

300 

1.0 

.62 

.82 

. — 

4.7 

9.1 

— 

T018 

GE 

SJ993 

planar 

30 

50 

300 

10.0 

.56 

.75 

5 

4.7 

9.1 

3 

T018 

Tl 

SJ1127 

planar 

30 

50 

300 

10.0 

.68 

.82 

2 

4.7 

9.1 

6 

T018 

Tl 

f Frequency and period guaranteed in multivibrator test circuit 




GE = General Electric Co. 
MOT = Motorola, Inc. 



♦At 1.5 volts 

Emitter reverse current measured at specified Vb 2 k and lm=0 

Intrinsic standoff ratio measured at specified V H b 

Peak-point emitter current measured at specified Vbb 

Interbase resistance measured at specified V H b and If=0 

Base one peak pulse voltage measured in manufacturer’s test circuit 


Tl = Texas Instruments Incorporated 
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Aircraft power system developed by General Electric uses circuitry containing unijunction transistors and silicon 
controlled rectifiers to replace hydraulic constant-speed alternator-drive arrangement. System components 
shown being tested are protective controls, waveform filters and unijunction-scr converter circuitry. 


them with the bar structure employed in most cur¬ 
rently available unijunction transistors. 

The market 

Military applications of unijunction transistors 
have been considerable. The devices have impor¬ 
tant functions in the Polaris and Minuteman con¬ 
trol systems, and have been used in the circuitry 
of most space satellites. They are also used ex¬ 
tensively in military communications. The Collins 
Radio Co. uses unijunction transistors in the AN/ 
ARC-80 airborne data-communications system and 
in the 618T single-sideband transmitter-receiver 
for level detection, tone generation and frequency 
division. The Magnavox Co. and Bendix Corp. are 
also using unijunction transistors in mobile com¬ 
munications systems. 

The unijunction transistor has also found its way 
into a variety of industrial applications—the latest 
of which is the regulated power-supply circuitry 
of commercial jet aircraft. More typical of its in¬ 
dustrial applications is its widespread use in tim¬ 
ing. The Industrial Timer Corp., for example, offers 
five precision timers using unijunction transistors. 
Each of the units, which sell for $69.95, has been 
in the company’s line more than four years. 

According to GE, the owners of two-engine corn- 



6181 single-sideband transceiver 

manufactured by Collins Radio Co. 
uses unijunction transistors for 
frequency stabilization. Arrows 
indicate unijunction transistors 
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The AN/VRC-12 jeep radio communications system, built by Magnavox Co., employs unijunction transistors as 
saw-tooth oscillators in frequency-sweep generators. Being tested are the push-button tranceiver RT-246 
(lower left), the auxiliary receiver R-442 (lower center) and the manual-tuned transceiver RT-524. 


mercial jet aircraft will save about $8,000 a year 
per plane by using a regulated power supply de¬ 
signed with unijunction transistors. Applications 
for unijunction transistors also include electronic 
organs (for frequency division) and a music-light 
display at the New York World’s Fair. The Woods 
Hole Oceanographic Institution uses a five-unijunc¬ 
tion transistor pulse-generator in instruments 
placed on the ocean floor. This provides a beacon 
to help the pickup crew find the instruments. 

No integrated circuits have been marketed yet 
with unijunction transistors. However, the prac¬ 
ticality of such devices has been shown in the con¬ 
struction of planar unijunction transistors and in 
work on unijunction integrated circuits at the Uni¬ 
versity of California, financed by an Air Force 
grant. 

The main restriction on the use of unijunction 
transistors in integrated circuits is that the large 
pellet size of the unijunction’s frequent working 
companion, the medium- or high-power silicon 
controlled rectifier, restricts its manufacture in 
integrated form. 

Military types 

A military specification for unijunction transistor 
types 2N489 through 2N494 was issued by the Air 
Force in July, 1959. The specification, MIL-T- 


19500/75, calls for a series of environmental tests 
including moisture resistance, noise fatigue vibra¬ 
tion, and stringent electrical tests. Currently both 
Texas Instruments Incorporated and the General 
Electric Co. have been approved by the Air Force 
as qualified to supply these types. Individual mili¬ 
tary projects, such as the Minuteman and Polaris 
missiles, also have rigid specifications for unijunc¬ 
tion transistors. The Minuteman specification is 
for the 551B transistor, Polaris the G319. 

Lead arrangement 

Although the chart on page 89 refers to standard 
TO-5 and TO-1S transistor cases, the basing ar¬ 
rangement for unijunction transistors differs from 
conventional TO-5 and TO-18 bases. For the uni- 
junction-transistor base, the index tab is between 
the emitter lead and the base two lead instead of 
between the emitter and the vacant lead location. 

An in-line lead arrangement was used for the 
discontinued plastic-case unijunction-transistor 
types. 

Family tree 

The unijunction transistor is generally considered 
to have been born in 1952 in the electronics lab¬ 
oratory of the General Electric Co. Its developer 
was I. Arnold Lesk, then a GE scientist working 
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Symbol for a unijunction transistor having p-type emitter and n-material base region is at left. Simplified 
equivalent circuit containing only three components is in center. Emitter-to-base-one voltage 
current characteristic, at right, exhibits five key points: (A) cutoff, (B) peak point, 

(C) negative resistance region, (D) valley point, and (E) saturation. 


Theory of operation 

The simplified equivalent circuit (off condition) for 
the unijunction transistor, shown in the center dia¬ 
gram, requires only two resistors and a diode, although 
more complex equivalent circuits have been derived. 

The diode represents the junction between the 
p-material emitter and the n-material base region. 
Resistor R B i represents the resistance of the base 
region between the p-n junction and the base-one (B,) 
contact; Rb- is the resistance between the junction and 
the base-two (B2) contact. 

The fraction of the applied interbase^/oltage Vim that 
appears across R m is designated by tj. If the emitter- 
to-base-one voltage V K is less than Vbb, the p-n junction 
will be reverse-biased, and only leakage current in the 
order of a few microamperes (nanoamperes for some 
types) will flow. This condition is represented by point 
A on the voltage-current characteristic shown in the 


undef an Air Force grant to study semiconductor 
phenomena. But its history goes back further than 
that. 

Its feasibility was demonstrated in 1948 by Hein¬ 
rich Welker in France. In 1949, William Shockley 
and J. R. Haynes described the principles govern¬ 
ing unijunction action. 

The first line of commercial units, using ger¬ 
manium-alloy construction, found limited use in 
multivibrators, oscillator circuits and filter circuits, 
and as pulse generators, switches and voltage or 
temperature sensors. But sales were restricted by 
high prices and certain technical deficiencies (p. 
99). 

In 1956, GE changed the name of the device 
from double-base diode; it also switched from ger¬ 
manium to silicon, and eliminated some technical 
drawbacks. Two years later, GE made several im¬ 
provements in the device structure and abandoned 
the use of silicon produced by the Czochralski 
method; it switched to silicon made by a floating- 
zone process. A considerable increase in device 
uniformity resulted. 

In I960, T. P. Sylvan, working at GE, designed 
a small unijunction cube structure, more compact 
than the then-conventional bar structure and with 
faster turn-on. 


diagram at the top, right. By increasing V E until it is 
greater than V B b, the p-n junction becomes forward- 
biased and emitter current starts to flow. 

At point B, the emitter voltage reaches the peak- 
point voltage and the unijunction transistor fires. The 
majority of the holes, being injected from the p-mate¬ 
rial emitter, travel to base one, lowering the resistivity 
of the emitter-to-base-one region. This, in turn, results 
in a decrease in the emitter voltage as the current 
rises, and the device exhibits a negative resistance 
characteristic (B-D). As the current rises, the emitter 
voltage continues to drop until it reaches the valley- 
point voltage (point D). The valley-point voltage de¬ 
pends on the resistances in series with base one and 
base two. It decreases as resistance in series with base 
two is increased, and rises with resistance in series 
with base one. The region beyond point E, in which the 
current-voltage relationship is positive, is called the 
saturation region. 



Unijunction-transistor classifier at the General Electric 
Co. facility in Syracuse. Each panel board, such as the 
one being loaded by the operator, controls a standard 
go, no-go test. The classifier allows rapid grouping of 
transistors, according to principal characteristics. 
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Solid state 

Now, new unijunction geometries 

Comparison of two new types of unijunction transistors with older bar-structure 
and alloy-junction types reveals some important differences 



By Lowell Clark 

Motorola, Inc., Phoenix, Ariz. 


Unijunction transistors, until recently have been ex¬ 
clusively of the bar-structure and alloy-junction 
types. Now two new types of oxide passivated uni¬ 
junction transistors are being produced. In this 
article both of these devices are compared with the 
two older unijunction devices to show the advan¬ 
tages of one over the other and to describe the 
present state of the art for each. Diagrams of the 
construction of all four devices are shown on the 
next page. 

Older devices 

As shown on the next page, the bar device has 
ohmic base contacts and an alloy emitter. For 
reasons which will be explained this device has the 
slowest response time of unijunction transistors. 

The cube-structure alloy-junction device is made 
with silicon having a resistivity of about 100 ohm- 
centimeters. In the cube-structure device, each edge 
of the chip has a length of about 0.01 inch. Gold 
or gold-antimony may be used for the base con¬ 
tacts. 

The base-one contact is formed by alloying a 
gold wire to the top face of the silicon chip. The 
radius r of the contact area determines the value 
of the interbase resistance R BB . 

If its thickness is substantially greater than the 
base-one radius r, the interbase resistance R BB may 
be approximately expressed as: 

( 1 ) 


Lowell Clark is the manager of 
the exploratory devices section 
of the Applied Science 
Department of Motorola's 
semiconductor operation. He joined 
Motorola in 1962 after receiving 
a master's degree in electrical 
engineering from Stanford University. 



where r = radius of base-one connection in thou* 
sandths of an inch 

p = resistivity of the n-type silicon in ohm- 
centimeters 

Assuming hemispherical equipotentials, the volt¬ 
age standoff ratio rj is given by: 

V — x/(r + x) 

where x = minimum distance between the emitter 
junction and base one. 

An alloyed aluminum wire is usually used for the 
emitter. It may be placed on the same face as base 
one or on another edge of the chip. The face of 
the chip opposite to base one is usually used for 
base two and is placed in thermal and electrical 
contact with the header. 

Basic difference 

An important difference between the cube alloy- 
junction device and the bar-geometry unijunction 
transistor is the structure size. If both devices are 
made from silicon having the same resistivity, a 
smaller cube structure is needed to provide the 
same key characteristics as in the bar geometry. 
The values of r) and R BB in a bar-geometry device 
can be duplicated in a cube device having much 
smaller base-one-to-emitter spacing. This, in turn, 
means that both the emitter saturation voltage and 
the switching time are substantially reduced. For 
example, a bar structure having a resistivity of 100 
ohm-centimeters and a cross-section measuring 
0.01 inch by 0.01 inch would need an active length 
of 0.015 inch to provide an R BB of 6,000 ohms. 
Since 77 ^ V 2 , the emitter-to-base one spacing 
would be at least 0.0075 inch. 

An alloy-junction structure with a base-one radius 
of 0.001 inch fabricated from silicon also having a 
resistivity of 100 ohm-centimeters, would need an 
emitter-to-base-one spacing of approximately 0.001 
inch. In addition, the saturation voltage for a bar- 
type unijunction transistor ordinarily increases rap¬ 
idly with standoff ratio, while these parameters 
are nearly independent in the cube alloy-junction 
device. 
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Oxide-passivated devices 

Oxide-passivated unijunction transistors with one 
diffused base (base one) may be made in two ways. 
One possible configuration for these devices has 
the base-two contact attached to the back of the 
silicon chip. This method has the disadvantage of 
requiring contacts on more than one surface. If 
the base-two contact is made at the top surface as 
shown in the diagram, the structure becomes com¬ 
patible with processing techniques for silicon 
monolithic integrated circuits. 

This passivated device has some advantages over 
its alloyed counterpart. Passivated construction re¬ 
sults in low emitter leakage current I E o and may 
also result in a lower peak-point current due to 
improved emitter efficiency at low currents. How¬ 
ever, certain problems may be encountered with 
this configuration because of uncontrollable varia¬ 
tions in surface potential which occur near the 
surface of base one during operation. As a result 
in the typical planar diffused unit, the intrinsic 
standoff ratio may turn out to be 0.2 to 0.3, rather 
than 0.6 to 0.7 calculated for the emitter-to-base 
one-spacing being used. This problem with surface 
potential is well known in n-type devices having 
oxide passivated surfaces. The standoff ratio may 
be increased by increasing the emitter-to-base-one 
spacing, but this procedure has the disadvantage 
of increasing the saturation voltage and switching 
time. Variations in the surface potential may also 
lead to an undesirably large spread in the limits 
of standoff ratio achieved in production. Except for 
difficulty in controlling standoff ratio, this diffused 
device appears to be satisfactory. 

Two diffused bases 

During cutoff, the unijunction transistor is essen¬ 
tially represented by a diode connected to a resist¬ 
ance divider network consisting of R B1 and R R 2 - 
The intrinsic standoff ratio rj is equal to Rm/ 
(Rm + Rh 2 ) and the interbase resistance R KB is 
equal to Rm + Rb 2 . The required resistance values 
may be obtained by diffusing two small base con¬ 
tacts of different diameters into the n-type silicon. 
The p-type emitter may then be placed anywhere 
on the surface of the silicon die at a distance sev¬ 
eral diameters from either base. Since any shift in 
surface potential tends to affect the base spreading 
resistance of both bases equally, close control over 
the standoff ratio may be obtained. This structure, 
a diffused (double) unijunction transistor, is the 


Four common constructions of unijunction transistors. The 
bar structure has an alloy emitter and ohmic base contact. 
The cube device also has an alloy emitter but in 
addition the alloy process is used to form base one. The 
diffused unijunction transistor has base one diffused into 
the silicon substrate. The double diffused device has 
both base one and base two diffused into the substrate. 
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bottom diagram on the previous page. 

There are several advantages to this approach. 
The standoff ratio is determined solely by the base 
contact diameters and not by base-to-emitter spac¬ 
ing. It may be expressed as follows: 


V = 


_D* 

D 1 + D 2 ’ 


where D\ and D 2 are the diameters 


of base one and base two respectively. 

Since two base spreading resistances are utilized, 
high interbase resistances may be obtained with 
low substrate resistivities. The emitter size, ef¬ 
ficiency, and dimensional relationship with both 


bases are now independent variables and may be 
used more easily to determine other electrical char¬ 
acteristics of the unijunction device. 

The configurations described represent unijunc¬ 
tion transistors which are currently available in 
sampling or off-the-shelf quantities. The exact ana¬ 
lysis of unijunction-transistor characteristics is 
exceedingly difficult because simplification of its 
geometry for analysis involves approximations in 
most cases. However, examination of the relation¬ 
ship between the unijunction transistor’s electrical 
characteristics and the physical properties of its 
structure can illustrate meaningfully the depend- 


Glossary of unijunction terminology 


Base-one resistance (R B i). Effective 
resistance between base one and 
the emitter. 

Base-two resistance (R B2 ). Effective 
resistance between base two and 
the emitter. 

Base-one peak pulse voltage (V OB i). 
The voltage across the base-one 
load resistor after the unijunction 
transistor turns on. A minimum 
value of this voltage is usually speci¬ 
fied to assure that the pulse will be 
adequate to fire a silicon controlled 
rectifier or trigger other types of 
circuits. 

Diode voltage (Vn). The voltage drop 
across the emitter diode with a for¬ 
ward current equal to the peak point 
current. 

Double-base diode. Name commonly 
used for the unijunction transistor 
until 1956. Still appears occasionally 
in literature. 

Emitter channeling. A detrimental 
condition in which a low resistive 
path is formed between the emitter 
and one of the bases. 

Emitter-channeling test current (l E x). 
The emitter current which flows 
when measured in a special test cir¬ 
cuit to indicate the occurence of 
emitter channeling. 

Emitter reverse current (I kb**). The 
emitter current measured with a 
reverse voltage applied between base 
two and the emitter, with base one 
open-circuited. The emitter reverse 
current varies with voltage and 
temperature in the same way that 
the collector cutoff current in a con¬ 


ventional bipolar transistor varies 
for these conditions. 

Emitter saturation voltage (V K (sat>). 
The forward voltage drop from the 
emitter to base one when the tran¬ 
sistor is operated in the saturated 
conducting region of its voltage- 
current characteristic curve. At satu¬ 
ration, the slope of the emitter 
characteristic is positive. 

Emitter valley voltage (Vv). The 
emitter to base-one voltage meas¬ 
ured at the valley point (the point at 
which the device enters the satura¬ 
tion region of its characteristic). 
This voltage usually increases with 
the supply voltage V BB and decreases 
with rising temperature. 

Interbase modulated current 

(I B 2<mod>) • The base-two current flow¬ 
ing during saturated operation. 

Interbase resistance (R BB ). The re¬ 
sistance measured between base 
one and base two with the emitter 
open-circuited. Due to the decrease 
in carrier mobility, this resistance in¬ 
creases with temperature, until the 
thermal generation of carriers over¬ 
rides this relationship: (usually at 



Test circuit commonly used for 
measuring base-one peak 
pulse voltage 


temperatures over 100°C). Then, 
further increases in temperature 
lower the interbase resistance. Be¬ 
cause of the large electric fields 
which exist in the high-resistivity 
base material, there may be a tend¬ 
ency toward field saturation of mo¬ 
bility causing R BB to increase with 
interbase voltage. 

Intrinsic stand-off ratio ( rj ). The 
ratio of the peak point voltage minus 
the diode forward voltage drop to 
the interbase voltage. 

Interbase voltage (V BB ). The d-c bias 
voltage (positive for the p-emitter 
unijunction transistor) applied at 
base two. 

Negative resistance region. The por¬ 
tion of the emitter characteristic 
between device cutoff and satura¬ 
tion. In this region, the slope of the 
emitter characteristic is negative. 

Peak point current (Ip). The mini¬ 
mum emitter current required to 
turn on the unijunction transistor. 
Also the minimum current required 
to c^ure oscillation in a relaxation 
oscillator circuit. The peak point cur¬ 
rent occurs at a transition from 
device cutoff to the condition of 
negative resistance. 

Peak point emitter voltage (Vi). The 
maximum emitter voltage reached 
before the unijunction transistor 
turns on. 

Valley current (lv). The emitter cur¬ 
rent corresponding to the valley volt¬ 
age. The valley current increases as 
the interbase voltage increases, and 
decreases with resistance in series 
with base one or base two. 
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cnce of device parameters on geometry and semi¬ 
conductor parameters. 

Relationship between parameters 

In the equivalent-circuit diagram at the right, 
G n and G p are the excess electron and hole conduc¬ 
tivities between the emitter and base one. The 
efficiency with which holes move from the emitter 
to the base-one contact is represented by y, and 
Gi and G 2 are the conductivities corresponding to 
the base one and base two sections of the interbase 
resistance. Recombination is neglected. The current- 
node equation for the central junction (point A) is: 

Ie + IB2 — 1 2(^1 + Gp +(? n ) ( 1 ) 

Where V 2 is the voltage between point A and 
ground. 

The following relationship may now be used to 
rewrite equation 1 in terms of V 2 : 

Gn/'Gp = Un/Up ( 2 ) 

Ie = \ iGp /7 


After some manipulation of terms, the following 
equation can be obtained: 



Equation 3 may be used to obtain the emitter volt¬ 
age V E which is equal to V 2 plus the voltage drop 
across the diode D, or: 


V E = 


I132 

G\ 



(4) 


where V F = diode voltage drop. 

The first of the three terms in the expression for 
Ve is the voltage contributed by the flow of cur¬ 
rent from base two through the base-one region. 
The middle term represents the voltage created by 


Changing one parameter of a device ► 
affects the other parameters. Plus sign 
represents positive correlation; minus 
sign represents negative correlation; 
and zero stands for negligible correlation. 



Equivalent circuit for a unijunction transistor. G P and 
G n represent the excess hole and electron conductivities 
between the emitter and base one. G, and G 2 are the 
conductivities corresponding to Rbi and R B2 . 

Effect of change 

Dif- 



Parameters 



Dif- 

fused 


being 

Bar 

Alloy 

fused (double) 

Parameter 

affected 

device 

device 

device 

device 

Intrinsic 

Rbb 

0 

0 

0 

0 

standoff 

Iv 

+ 

4- 

4- 

+ 

ratio 

V E (SAT) 

+ 

0 

+ 

0 

V 

Ip 

4- 

+ 

+ 

+ 


I B2 (MOD) 

+ 

4- 

4- 

+ 


Ton 

4- 

0 

4- 

0 

Interbase 

Iv 

_ 

_ 

_ 

— 

resistance 

Ve (sat) 

+ 

+ 

4- 

+ 

Rbb 

Ip 

— 

— 

— 

— 


I B2 (MOD) 

— 

— 

— 

— 


ton 

4- 

0 

0 

0 

Valley 

Ve (SAT) 

+ 

+ 

4- 

4- 

current 

Ip 

+ 

+ 

4- 

4- 

Iv 

I B2 (MOD) 

4- 

+ 

+ 

4- 


ton 

0 

0 

0 

0 

Saturation 

I. 

4- 

+ 

+ 

4- 

voltage 

I B2 (MOD) 

+ 

4- 

4- 

+ 

Ve <sat) 

ton 

0 

0 

0 

0 

Peak-point 

I B2 (MOD) 

4- 

4- 

4- 

+ 

current 

ton 

0 

0 

0 

0 t 


Ip 


Comparison of devices 


Structure 

Bar device 

Alloy device 

Diffused device 

Diffused (double) 
device 

Pa ra meter 

Typical 

Obtainable 

Typical 

Obtainable 

Typical 

Obtainable 

Typical 

Obtainable 

V 

0.6 

0.8 

0.7 

0.3 0.9 

0.7 

.2-.9 

0.7 

0-.95 

Rbb (kilohms) 

7 

0-25 

7 

0-25 

7 

0-25 

7 

0-25 

1 v at Vhb — 20V 

15 

10-20 

2 

1-20 

12 

1-20 

3 

1-20 

(milliamperes) 

Ve(Sat) (volts) 

3 

_ 

1.5 

_ 

3 

_ 

1.5 


l p (microamperes) 

1.0 

— 

1.0 

— 

2.0 

— 

1.0 

— 

Ib- 2 (MOD) at Ie —50 ma 

15 

10-20 

15 

6-22 

15 

6-22 

4 

3-20 

and V H b= 10v 
(milliamperes) 

Ton (nanoseconds) 

4000 


100 


400 


200 



Design ranges and typical parameter values obtainable with currently available unijunction devices. 
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the flow of emitter current through the base-one 
region. The last term V E results from the flow of 
emitter current through the diode D. The voltage 
Vp is given by: 


V F = In (Ie/Io) 

Where K = Boltzmann constant 
q = electron charge 

T = absolute temperature (degrees Kelvin) 
Io = diode saturation current 


Since rj = Ri/(Ri + R 2 ) = G 2 /(Gi -+- G 2 ) and 
at low values of I E , I B2 = (Vbb — V 2 ) G 2 , equation 
4 (for low I E values) can be written as: 


V e — bb — 


({■’; +1 - 0 t,< 


G l + f ?2 


+ V F 


(5) 


Taking a partial derivation for V E with respect to 
I K yields: 

ZV* _ ( rl + 1 ~ *) 7 KT 

c He Gi + (?2 r/7’/,- 

At the peak point, 3 V E /9 I E = O. Thus, the 
peak-point emitter current is: 


Ip 


KT 

Q 


(G i + G 2 ) 



(7) 


Since the first two terms in equation 4 both 
represent current flowing to base one through a 
positive resistance, their sum is positive. 

The approximate valley current is obtained by 
setting the first two terms of equation 4 equal to 0. 
This provides the following expression: 



where Ibl»v — Ib2 measured at the valley emitter 
current. 

Because of the reduction in value of y at the 
valley point, a good approximation for many devices 
is: 

I v ~ I ni v ~ 1 bbGz 

The above equation holds if G 2 is not substan¬ 
tially affected by conductivity modulation which, 
for example, could occur if base two is located very 
closely to the emitter. 

The expressions that have been presented can 
be used to compare the performances of the various 
types of unijunction transistors. The major differ¬ 
ence between units of various configurations ap¬ 
pears to be in the correlation of 77 with V E(S at> and 
switching time. The type of unijunction structure 
used does have a considerable influence on the 
absolute value of the device's major electrical 
parameters. The alloy device and the diffused (dou¬ 
ble) device have much lower saturation voltages 
than the bar-geometry or the diffused (single) uni- 

i 


junction transistor. The alloy and planar devices 
have considerably faster turn-on time than the bar- 
type device. The two-base diffused unijunction 
transistor offers the possibility of obtaining ex¬ 
tremely low-peak and Irlumodi currents together 
with a wider designable range of standoff ratios. 

Desirable characteristics 

While the optimum parameter values for a uni¬ 
junction transistor are determined by the specific 
application, certain general characteristics are de¬ 
sirable. The interbase resistance should normally 
be as high as possible so that minimum interbase 
power is dissipated. Compensating a unijunction- 
transistor oscillator to obtain constant frequency 
over a wide temperature range requires a positive 
temperature coefficient of interbase resistance. 

The intrinsic standoff ratio, 77 , is normally useful 
in the range of 0.40 to 0.85, but some applications 
require tighter production control of this param¬ 
eter. The emitter saturation voltage should be as 
small as possible, particularly in switching appli¬ 
cations. The valley current may be high or low, 
depending on the application. For example, in 
oscillator and trigger applications, a high value is 
usually desirable to handle a heavy load current 
and to avoid latching, while low valley current 
allows bistable operation at low power levels. The 
peak-current should normally be as low as possible 
to allow sensitive triggering. 

Two other important parameters are turn-on and 
turn-off time. These are closely tied to the geomet¬ 
rical configuration. The distance between the emit¬ 
ter and base one establishes the carrier transit time 
while the active volume of high resistivity material 
between the emitter and base one determines the 
amount of charge that participates in turn-on or 
turn-off. 

The devices which have been compared reflect 
the current state of the art. As more familiarity 
with passivated unijunction develops, it is expected 
that devices with faster switching capabilities and 
lower saturation voltages will be constructed. The 
planar devices are also expected to provide low 
manufacturing costs. Eventually, they should find 
widespread use in integrated circuits. 
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Unijunction device gets high marks 
in stringent tests of reliability 


Study of life tests, field returns, acceleration factors and failure 
mechanisms indicates failure rate of less than 0.01% per thousand hours 


ByT. Peter Sylvan 

General Electric Co., Syracuse, N.Y. 


Over the last decade the silicon unijunction tran¬ 
sistor has demonstrated its reliability and versa¬ 
tility in an ever-widening range of commercial and 
military applications. 

It is used in many timing, current-sensing, and 
flasher circuits, in telemetering oscillators, and in 
satellite controls. In one case, a unijunction tran¬ 
sistor is the main timing device of a missile pro¬ 
gramed in another, it is the master clock generator 
in a multiphase power inverter. 

In many applications, failure of the unijunction 
transistor to perform its assigned task would cause 
the entire system to fail. In military and space 
systems, where critical functions are performed by 
unijunction transistors, several high-reliability spec¬ 
ifications have been written for unijunction devices. 
These include MIL-T-19500/75, an Air Force spec¬ 
ification for the 2X489 through 2X494; the Minute- 
man specification for type 551B, and the Navy 
specification for type G319. 

Record of reliability 

Analyses and evaluations of reliability data on 
silicon unijunction transistors indicate that failure 
rates of less than 0.01% per thousand hours can 

The author 

T. Peter Sylvan, an engineering 
consultant in the Semiconductor 
Products department has been 
with the General Electric Co. 
for 13 years. In 1953 and 1954 
he attended Cornell University 
on a General Electric-Swope 
fellowship. He came to his 
present job from the Light 
Military department in 1957. 

Sylvan holds 10 unijunction- 
transistor circuit patents and 
two unijunction device patents. 


be achieved with standard commercial devices in 
many applications. By comparison, the typical 
failure rate for conventional junction transistors op¬ 
erated at one-half their dissipation rating in low- 
temperature applications is about 0.05% per thou¬ 
sand hours. Even the extremely low failure rate of 
0.004% required of silicon controlled rectifiers for 
the Minuteman Program has been attained by com¬ 
mercial unijunction transistors in some circuitry. 

High reliability for any semiconductor device 
can be achieved with device design that minimizes 
critical processing and tolerance requirements; pro¬ 
duction techniques whose in-process quality con¬ 
trols eliminate reliability problems before they 
occur; quality assurance programs that independ 
ently monitor product quality and provide fast feed¬ 
back to the production line should quality prob¬ 
lems occur; and finally, application of the device, 
basing its use on knowledge of the predominate 
failure modes of the device and on the long-term 
variations of important parameters. 

Unijunction transistor types 

There are three different unijunction transistor 
types: bar-structure, cube-structure, and planar- 
structure devices. Since the bar-structure unijunc¬ 
tion transistor came first it is the device for which 
there is most reliability information. And it is the 
only type of unijunction transistor currently being 
supplied to military specifications. The reliability 
data in this article covers bar-structure devices. 

Commercially available unijunction transistors 
made with bar geometry include the 2X489 through 
2X494, the 2X1671, the 2X2160 and the 2X2417 
through the 2X2422. All, except for the 2X2417 
series, are packaged in the Jedec T05 case (with 
a modified lead arrangement). The 2X2417 family 
is supplied in the TOIS case. 
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Normal characteristic of unijunction transistor and characteristics of three types of emitter 
channeling. Channeling, a problem in timing circuits with long-periods, is detected by l E x test. 


Constant improvements in design have given the 
unijunction transistor greater reliability. Early ver¬ 
sions were made of germanium, had low values of 
interbase resistance, and exhibited excessive varia¬ 
tion of peak-point voltage with temperature. 

The first silicon unijunction transistors were 
made by mounting a silicon bar between two metal 
tabs. While this structure overcame the more seri¬ 
ous shortcomings of the germanium devices, it had 
its own disadvantages. These included high ther¬ 
mal resistance, poor sensitivity to shock, and poor 


uniformity between devices. Fixed-bed mounting 
was introduced in 1958 to correct those problems. 

In fixed-bed construction, the silicon bar is 
mounted between two metalized areas on a ceramic 
disk. The metalized areas form the two ohmic con¬ 
tacts (base one and base two) and the emitter junc¬ 
tion is formed by an aluminum wire placed in the 
top of the silicon bar and fastened at the other end 
of a short span to a third metalized area on the 
ceramic disk. 

The entire structure is rigidly supported on the 


Reliability data 


Life test 

Amount 
of units 
tested 

Accumulated 

device 

hours 

Failure 

limits 

Rbb 

(%) 

Standoff 

ratio 

(%) 

IEB20 

at 60 v. 
(ua) 

Observed 

failure 

rate 

%/l,000 hrs. 

Estimated 
mean time to 
failure 
(in hrs.) 

600 mw 

1,900 

1,900,000 

30 

10 

100.0 

1.10 

91,000 

operating 

1,900 

1,900,000 

10 

5 

1.0 

6.2 

16,000 

300 mw 

215 

1,225,600 

30 

10 

100.0 

0.081 

1,224,000 

operating 

215 

1,225,600 

10 

5 

1.0 

0.71 

140,000 

600 mw 

370 

370,000 

30 

10 

100.0 

0 

585,000 

operating 

370 

370,000 

4 

4 

0.5 

1.35 

74,000 


370 

370,000 

6 

6 

0.5 

0.81 

124,000 

175°C 

950 

950,000 

30 

10 

100.0 

0 

1,370,000 

storage 

950 

950,000 

10 

5 

1.0 

1.56 

64,000 

150°C 

1,156 

1,156,000 

30 

10 

100.0 

0.087 

1,150,000 

storage 

1,156 

1,156,000 

10 

5 

1.0 

0.69 

145,000 

175°C 

370 

370,000 

30 

10 

100.0 

0 

585,000 

storage 

370 

370,000 

4 

4 

0.5 

0.81 

124,000 


370 

370,000 

6 

6 

0.5 

0 

585,000 

200°C 

600 

600,000 

30 

10 

100.0 

0.17 

599,000 

storage 

600 

600,000 

10 

5 

1.0 

1.68 

59,500 

1-ampere peak 

25 

25,000 

30 

10 

100.0 

0 

35,000 

oscillator circuit at 

25 

25,000 

4 

4 

0.5 

4.00 

25,000 


100°C 

Life-test results for the 2N489 through 2N494 family. The figures in the standoff ratio 
and failure limits column represent allowable percentage of change. 
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Plotted data shows how emitter 
reverse current I kb*) changes 
after 1,000 hours of testing at 
60 volts, 600 milliwatts and with 
temperature cycling. Most of 
the 70 units tested showed 
variations ranging from a 50% 
drop in I kb*) to an increase of 
nearly five times the original 
Ikb*> value. 50 X means the 
characteristic value increased by 
fifty times, 10 X by ten times, etc. 


ceramic disk and can withstand extremely high 
shock and vibration without mechanical failure. 
Because the ceramic has a temperature coefficient 
of expansion which closely matches that of silicon, 
there is no mechanical failure when the device 
undergoes large thermal shocks. This structure has 
been heated to 300°C and then immersed in liquid 
nitrogen (—196°C) without damage. Hard solder 
is used exclusively in the structure, matched-coeffi¬ 
cient glass-to-metal seals are used in the header, 
and resistance welding makes the final seal. This 
construction permits the transistor to tolerate ex¬ 
treme temperature cycling while being subjected 
to abnormal operating environments such as con¬ 
ditions of high humidity. 

An analysis of life-test data for the first silicon 
unijunction transistors and the examination of fail¬ 
ure units showed that large variations in interbase 
resistance and emitter leakage current over a long 
period of time were related to moisture and con¬ 
taminants on the surface of the silicon. A big im¬ 
provement in device stability was made by putting 
a getter inside the transistor package to drop the 
moisture content to a low level. But long-term life 
tests indicated a gradual increase in emitter leak¬ 
age current and a gradual decrease in interbase 
resistance. 

The getter was eliminated by the next step in the 
effort to improve stability—the post-passivation 
process where a protective oxide coating is put on 
the silicon pellet. 

With post-passivation, device stability has im¬ 


proved markedly and there has been no systematic 
parameter variation with time during life tests run 
for more than 25,000 hours. 

Quality assurance 

Many of the quality and reliability control pro¬ 
cedures used for the unijunction transistor were 
developed specifically for the Minuteman program. 
During manufacture of the device there are auto¬ 
matic monitoring and warning systems for all crit¬ 
ical gas and water supplies. 

When the manufacturing steps are completed, 
each transistor undergoes a 168-hour 200°C burn- 
in period to stabilize the electrical parameters and 
to see whether the device exhibits any character 
istics symptomatic of early failure. For quality 
control, randomly selected transistors are removed 
from the manufacturing line daily and collected 
over a two-week period. 

All characteristics of the randomly selected tran¬ 
sistors are measured and recorded. The information 
provides distribution data for line control and cus¬ 
tomer service. A portion of the sample undergoes 
the mechanical and environmental tests set forth 
in military specification MIL-T-19500/75. The tests 
cover temperature cycling, glass strain, moisture 
resistance, shock, vibration fatigue, vibration noise, 
operation at high and low temperature, salt spray, 
lead fatigue, constant acceleration, and high pres¬ 
sure. The conditions and limits for these tests are 
described in the table on the preceding page. 

In another quality control procedure, one group 
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Changes in emitter reverse 
current Iebzo are shown after 
10,000 hours of cycled life 
testing at 60 volts and 600 
milliwatts. The 49 units are 
represented by dots. 
The units depicted here are 
not from the same group 
for which data are plotted 
at left. 
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of randomly selected devices is placed on storage 
life test at a temperature of 200°C, a second group 
is placed on 25°C life test at 600 milliwatts cycle 
power, and a third group is stored at room tem¬ 
perature. The devices are taken off life test at 1,000 
hours and checked. Should a lot have sample 
groups that do not pass any one of the three life 
test conditions, the entire lot is destroyed. When a 
lot meets the 1,000-hour life-test conditions, a 
smaller number of units from the sample go back 
on life test to provide information on device sta¬ 
bility over time intervals to 25,000 hours. 

Conducting life tests 

For unijunction transistors the operating life test 
usually starts with the application of interbase 
power through a 2,000-ohm limiting resistor, with 
the emitter open-circuited. Power is applied for 50 
minutes, then cut off for 10 minutes to provide 
thermal cycling stress. 

Since failure modes can change with operating 
conditions and from lot to lot, there is a periodic 
check on life-test behavior under other operating 
conditions. Tests have been run with steady-state 
emitter reverse bias, with steady-state emitter for¬ 
ward bias, and with the unijunction transistor in a 
relaxation oscillator circuit. The relaxation oscilla¬ 
tor test, which most closely duplicates typical op¬ 
erating conditions, is normally made at an ambient 
temperature of 100°C with a one-microfarad ca¬ 
pacitor, a 10-ohm emitter series resistor, and an 
interbase bias sufficient to develop a peak emitter 


current of one ampere. 

Because a comparison of the various life-test con¬ 
ditions shows that the 600-milliwatt cycled power 
test provides the worst-case condition, it is consid¬ 
ered the best test for quality assurance. However, 
in assessing the life-test performance data, it should 
be remembered that the 600-milliwatt stress level 
is not encountered in typical operating circuits 
whose operating power range is usually from 10 to 
80 milliwatts. Therefore, the failure rates observed 
are considerably higher than in actual practice. 

Two failure modes 

Catastrophic failure of a unijunction transistor 
can be defined as a condition where the device 
ceases to exhibit a negative resistance character¬ 
istic and consequently will not function in a relaxa¬ 
tion oscillator circuit. 

When a degradational failure occurs, the device 
may still function in a relaxation oscillator circuit 
but one or more of its electrical characteristics 
will have changed beyond a prescribed limit. 

Good circuit design can often prevent the most 
frequently encountered catastrophic failure mode. 
If a unijunction transistor is used in a relaxation 
oscillator circuit with insufficient limiting resist¬ 
ance in the interbase circuit, the device can go into 
thermal runaway, causing a short circuit between 
base one and base two. This can happen even if 
the average power dissipation is low. 

The interbase resistance has a positive tempera¬ 
ture coefficient for temperatures below 140°C and 
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Changes in peak-point emitter 
current after 1,000 hours of 
temperature-cycled life testing 
at 600 milliwatts vary from 
—20% to more than +100%. 
Forty-seven units were tested at 
an interbase voltage of 25 volts. 


the unijunction transistor is unconditionally stable 
if the temperature of the device is kept below this 
value. Above 140°C, however, the interbase resist¬ 
ance has a negative temperature coefficient and 
thermal runaway can occur. Because of the high 
peak power generated in a relaxation oscillator, the 
internal temperature of the unijunction transistor 
may rise instantaneously above 140°C. 

Thermal runaway becomes more likely when 
higher supply voltages are used in combination 
with large values of emitter capacitance. However, 
this type of failure can be avoided by controlling 
the interbase power available to the unijunction 
transistor, either by using a current-limited supply 
or by placing sufficient resistance in the interbase 
circuit. For conservative design the available inter¬ 
base power should be kept below the 600 milliwatt 
maximum rating in accordance with the relation 

P = P m ax — 0(To — T i) 

where P = allowable power at upper temperature 
limit T 2 , 

P m ax = power rating at room temperature T\ 
<t> = derating factor 

For example, if a 28-volt power supply is used 
land the maximum ambient temperature is expected 
to be 75°C, the interbase power should be limited 
to 600 — (4)(75 — 25) = 400 milliwatts. 

Since the available power from a voltage source 
V having an output impedance R is P = V 2 /4R, 
the minimum limiting resistance is calculated to be 
(28) 2 /400 (0.004) = 490 ohms. This value of resist¬ 
ance generally may be added to the circuit without 


compromising circuit performance. 

Degradational failures consist of changes in those 
electrical parameters which are critical to a par¬ 
ticular application. The allowed variation in each 
parameter will, of course, depend on the applica¬ 
tion. For example, a variation in standoff ratio in 
excess of 0.5% may constitute a failure in a pre¬ 
cision timing circuit, whereas a variation in stand¬ 
off ratio of 10% may cause no noticeable effect in 
an scr temperature-control circuit where the change 
can be compensated automatically in the closed- 
control loop. 

Emitter channeling 

Emitter channeling—formation of a low resist¬ 
ance path from the emitter to one of the bases— 
can cause degradational failures in some applica¬ 
tions. Channeling can occur in all types of uni¬ 
junction transistors, but is most troublesome in 
planar devices. It can be detected by a special 
measurement test, described later, of the emitter 
characteristic of a unijunction transistor biased 
with a high value of interbase voltage (20 to 30 
volts). The current-voltage characteristics resulting 
from various types of channeling are shown on page 
99. A normal emitter characteristic is also shown. 

In the normal characteristic, the curve crosses 
the voltage axis at a voltage slightly below the peak 
point voltage. At low voltages, the emitter current 
has a negative value approximately equal to the 
emitter leakage current. 

Undesirable channel conditions may be: a re- 
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Emitter saturation voltage 
variations after 1,000 hours 
of testing range from —10% to 
+20% for 43 of the 44 tested 
units. One unit exhibits 
nearly 30% variation. Test 
was conducted at an emitter 
current of 50 milliamperes and 
an interbase voltage of 10 volts. 



sistive channel between emitter and base one; a 
channel, between emitter and base two, which has 
a constant current characteristic; or a channel that 
is pinched off with high reverse voltage across 
the emitter diode portion of the unijunction, caus¬ 
ing the characteristic curve to exhibit a break point 
(the point at which turn-on occurs). The three types 
of emitter channeling are shown on page 99. Chan¬ 
neling can increase or decrease the peak point cur¬ 
rent and can also change the effective emitter 
reverse current. A channel effect cannot be detected 
usually by the conventional emitter leakage current 
test (I EB2 o or I EO ). An increased emitter current 
occurs when an increase in interbase bias is 
applied. 

In a special current measurement test the cur¬ 
rent measured, I EX , is defined as the emitter current 
which flows at an interbase voltage of 20 volts and 
with an emitter voltage that is 300 millivolts below 
the peak point voltage. For devices with a neg¬ 
ligible channel condition, the magnitude of I EX is 
less than 50 nanoamperes and may be positive or 
negative. Life-test results show that if I EX is ini¬ 
tially low, it will tend to be stable over long-term 
intervals even at extreme operating conditions. 

Generally, channeling is a problem only in such 
applications as long-period timing circuits where 
low values of emitter leakage current and peak 
point current are required. For these applications, 
transistors like the 2N490C, 2N492C, 2N494C, and 
2N1671C which have a I EX limit of 50 nanoamperes 
should be used. 


Life-test results 

A summary of life-test results for a number of 
unijunction transistor production lots under various 
test conditions is given on page 99. The data reveals 
that the failure rate percentage decreases very 
rapidly as the power and temperature stress levels 
are reduced. 

Units for which the data was compiled were 
randomly selected over a period from August, 1962 
to February, 1964. The estimated mean times to 
failure listed are calculated to the upper 90% con¬ 
fidence limit using the Poisson exponential binomial 
limit approximation. In other words, if a large num¬ 
ber of lots with units similar to those tested are 
subjected to the same life-test conditions, 90% of 
the lots will have a higher mean time to failure 
than the value given in the table. This assumes a 
constant failure rate. Since extended life tests have 
demonstrated that the unijunction transistor has a 
decreasing failure rate when plotted to end times 
at least as high as 25,000 hours, the estimated 
mean time to failure is quite conservative for time 
intervals in excess of 1,000 hours. 

The normal method of showing degradational 
failure data of semiconductor devices is to indicate 
failure rates at specified parameter limits. In cases 
where the operating conditions may not be known 
in advance, a more useful presentation shows the 
percentage change in a significant parameter from 
its original value. The curves in this article illustrate 
this method. Changes in emitter reverse current 
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Probability distribution for intrinsic standoff 
ratio shows that 95% of devices exhibited a shift of 
less than 1.2% after l r 000 hours. Fifty units were 
tested at 600 milliwatts and 10 volts with temperature 
cycling. The mean shift was zero. Since a typical 
delay circuit is designed to withstand a shift of 5%, 
this performance is highly satisfactory. Green area 
indicates range of shift by 95% of units. 


Probability distribution for interbase resistance reveals 
that 95% of devices experienced variations ranging from 
— 1.9% to +3.3%. Fifty units were submitted to 1,000 
hours of temperature cycling at a dissipation of 600 
milliwatts, an interbase voltage of 3 volts and 
with zero emitter current. The mean shift was 0.7%. 
Again, a typical circuit would be designed to perform with 
changes in interbase resistance in the vicinity of 5%. 


emitter saturation voltage and peakpoint emitter 
current with time are shown. 

In the curves, the initial value of a parameter is 
given on the x-axis and the final value of the y-axis. 
This presentation is useful for design work since 
it shows clearly five important items of life-test 
information. These are the number of transistors 
involved, the initial parameter distribution, the final 
parameter distribution, the relative shifts in param¬ 
eter values, and the correlation, if any, between 
the initial parameter values and stability with life. 

The change in emitter leakage current with life 
is shown at 1,000 hours and at 10,000 hours for 
two different lots. The 10,000-hour data shows a 
wider dispersion than the 1,000-hour data, but it is 
evident that there is no long-term gradual shift in 
emitter leakage current. 

The shift in peak point current after 1,000 hours 
of testing is small but it would be advisable to use 
the 12-microampere maximum specified value of 
peak point current in circuit design even though 
the initial value of peak point current might be 
considerably lower. Little variation in emitter sat¬ 
uration voltage at 1,000 hours is shown although 
the trend is towards increasing voltage. This indi¬ 
cates that it would be advisable to design for extra 
voltage margins in silicon controlled rectifier trig¬ 
gering circuits. 

This type of presentation is less satisfactory for 
showing life test variations in standoff ratio and 
interbase resistance since the percentage variation 
of these characteristics is too small to be seen 
clearly. Accordingly, the probability distribution 
plots shown on this page are used to present such 
changes. These curves reveal that the mean shift 
in standoff ratio is virtually nonexistent and only 
0.7% in interbase resistance. Individual data points 
can be plotted with this type of graph. However, 


when the distribution is normal (usually the case) 
it is satisfactory to represent the data with a single 
straight line. 

The standoff ratio curve indicates that there is 
negligible shift in the mean value of the standoff 
ratio with life and that 95% of all units shift less 
than 1.2%. Life tests at lower stress levels, which 
are more representative of typical operating con¬ 
ditions, indicate that stability of the standoff ratio 
is within the ±0.2% resolution of the test equip¬ 
ment. 

To determine the long-term stability of the stand¬ 
off ratio at normal operating conditions, a life test 
was performed on six devices operating in 400-cps 
relaxation oscillator circuits at room temperature. 
The frequency was monitored over a 2,000-hour 
period and was found to shift less than 0.01% for 
all units over the entire test period. The equivalent 
stability of the standoff ratio would be better than 
0.006%. 

Shifts in standoff ratio of up to 1% have been 
observed with some unijunction transistors when 
they are subjected to extreme temperature cycling, 
particularly to —65°C. No correlation has been 
found between this characteristic shift and any of 
the standard electrical characteristics. Accordingly, 
for applications which require high stability of 
standoff ratio, it is advisable to perform tempera¬ 
ture-cycling screening tests to eliminate those de¬ 
vices which show any tendency to shift. 

Failure rate 

The study of extensive life tests, field returns, 
acceleration factors, and failure mechanisms indi¬ 
cates that commercial unijunction transistors in 
properly designed circuits will exhibit failure rates 
of less than 0.01% per thousand hours if extreme 
stability of characteristics is not required. 


104 


Electronics | June 14, 1965 















Solid state 


0 

Quick-on-the-trigger design 


Unijunction transistor simplifies design 

of a variety of delay, flasher and sensing circuits 


By Dwight V. Jones 

General Electric Co., Syracuse, N.Y. 


A triggering device, with a highly stable firing volt¬ 
age, can simplify the design of timing and level¬ 
sensing circuits. The unijunction transistor does 
more than meet the requirement of stability. Before 
triggering it presents a high input impedance. After 
its short conduction period, it returns to the off 
state. 

High costs have restricted the use of unijunction 
transistors. But prices have been dropping and one 
popular type, the 2X2646, now sells for only 60 
cents in quantities of 1,000 or more. The high- 
volume unit cost for the 2X2647 is $1.80. 

A circuit on page 106 shows how the unijunc¬ 
tion can be used to obtain a delay in the operation 
of a relay. When switch S t is closed, capacitor C T 
is charged to the peak point voltage; the unijunc¬ 
tion transistor is triggered, and the capacitor dis¬ 
charges through the relay, causing it to close. One 
set of relay contacts holds the relay closed and a 
second set can be used for control. The relays must 
have fast operating times, low coil resistance and 
low operating power. The circuit will give time de¬ 
lays from about a half-second up to three minutes. 

Another switch S 2 may be placed in the load cir¬ 
cuit and tied to switch Si. When the relay is acti¬ 
vated, a second set of relay contacts, contacts 3 
and 4, allows current to flow in the load circuit. 

Scr trigger 

A typical time delay circuit combining a unijune- 


Dwight V. Jones has been an 
applications engineer with the 
Semiconductor Products department 
since 1956. He joined General 
Electric in 1947. In his present 
position he aids field personnel 
in applications involving 
unijunction transistors, power 
transistors and plastic-case planar 
transistors. He holds two patents. 


tion transistor with a low-cost silicon controlled 
rectifier (scr) is shown on page 106. The timing in¬ 
terval is initiated by the application of the 28-voll 
power supply and is determined by R r and C T . 
When C T is sufficiently charged the unijunction 
transistor conducts and fires the scr. Xearly the full 
supply voltage—approximately 27 volts—is applied 
across the load. 

By choosing correct values of R T and C T , the 
circuit will provide time delays ranging from 0.4 
millisecond to four minutes. Load current levels 
are limited only by the current rating of the scr; 
up to 6 amperes is allowable with the stud-mounted 
C20F used in this application. If a precision cali¬ 
brated resistor is used for R T , time delays can be 
set very accurately over a wide range after initial 
calibration. 

If too large a value for timing resistor R T is 
chosen, the minimum trigger current requirements 
of the unijunction transistor may not be met. The 
transistor needs more than the minimum triggering 
current to compensate for leakage current loss oc¬ 
curring through timing capacitor C T as the uni¬ 
junction emitter is biased to the peak point voltage. 
In this circuit, a 2X2647 unijunction transistor is 
used. It requires only a 2-microampere maximum 
trigger current with a base-to-base voltage of 20. 
This means that values of R T up to about 2.5 meg¬ 
ohms can be used but they would not be sufficient 
for long time delays. Another circuit is required 
for delays ranging from several minutes to a few 
hours. 

Long time delays 

A pair of unijunction transistors can be used with 
an scr to provide delays of up to two hours or 
longer. 

The circuit shown on page 106 employs one uni¬ 
junction transistor, Q t , as the triggering device for 
the scr and another unijunction transistor, Q 2 , as 
a free-running oscillator. The circuit requires low- 


The author 
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Use of a single unijunction transistor and a microminiature 
relay is practical and provides excellent isolation for 
time delays ranging from 0.5 second to 3 minutes. 
Capacitor C T and resistor R r determine the timing interval. 



Time delays from 0.4 millisecond to 4 minutes 
can be obtained by using a unijunction transistor 
with a silicon controlled rectifier in this circuit. 
The timing interval is determined by Ct and Rt. 


Long-delay circuit provides 
delays from 0.4 millisecond 
to 2 hours with a pair 
of unijunction transistors 
and a silicon controlled 
rectifier. R, and Ci f together 
with Rj and C a determine 
the time delay interval. 



leakage Mylar capacitors (particular for Ci) and 
a silicon diode having extremely low leakage. The 
planar diode type SSD708, with a leakage current 
of under 20 picoamperes at 25°C was used. 

In a sense, this circuit reduces the effective trig¬ 
gering current required by the one-transistor cir¬ 
cuit by a factor of more than 1,000. The previous 
circuit used one unijunction transistor to fire the 
scr and required a 2-microampere current to flow 
through R t for the unijunction transistor to be 
triggered. The circuit above can be triggered with 
only 2 nanoamperes of current flowing through the 
timing resistor. 

Easy on the trigger 

The timing interval is initiated by applying 
power to the circuit. At the end of the timing in¬ 
terval, which is determined by time constant R l? 
Ci, transistor Qi triggers the scr D L >. The 2N2647, 
although in the off condition, is biased continu¬ 
ously by a small trickle current which flows from 
the supply through the 15-megohm resistor R ;i . At 
the same time, a charging current flows from the 
supply through Ri to Ci, the timing resistor and 


timing capacitor, for The charging current 
causes a slow buildup of potential having a saw¬ 
tooth waveform across Qi. Transistor Q L > operates 
as a free-running oscillator. An 0.75-volt negative 
pulse is supplied by Q L » to the upper base of Qi. 
Its frequency is determined by C L > and R 2 . The 
negative pulse rate is not critical, but it should 
have a period which is equal to or less than 0.02 
CjRl 

Because Q 2 supplies the upper base of Qi with 
negative pulses, less triggering current is required 
by Qj. The negative pulse causes the peak point 
voltage (required triggering voltage) to drop 
slightly. When the voltage level at Ci becomes 
greater than the slightly reduced peak point volt¬ 
age, Qi is triggered. 

Thus, the negative pulses provide periodic sam¬ 
pling of the voltage on the timing capacitor. Be¬ 
tween samples, timing capacitor Ci is isolated from 
the emitter of Qi by low-leakage diode Di. 

A pulse transformer may be used in place of R 4 
if the timing circuit has to be isolated from the 
power switching (controlled rectifier) circuit which, 
for instance, might be connected to the a-c line. 


106 


Electronics | June 14, 1965 






































































Time delays from 0.4 millisecond to two hours 
are provided. Rather than a tantalum or an electro¬ 
lytic capacitor, a Mylar capacitor is used because 
of its low leakage. Load current is limited only by 
the scr rating, which ranges from 1 ampere with a 
type C9F, to 25 amperes if a C40F is used. 

Quality components must be used and compo¬ 
nent layout planned carefully to minimize leakage. 
The maximum time delay is dependent mainly upon 
the maximum component values that can be used 
for Ri and Ci while leakage is kept low. If diode 
Dj is eliminated, the value of Ri is limited to 15 
megohms. 

Line-operated delay 

A delay circuit which can be operated directly 
from a 117-volt a-c supply line, thereby eliminating 
separate power supplies, is shown on this page. All 
of the semiconductor devices (unijunction tran¬ 
sistor, controlled rectifier, conventional and zener 
diodes) are silicon devices. The circuit can be used 
with incandescent lamp loads and can handle up 
to 100 watts. 

Time delays from 8 milliseconds to 5 seconds can 
be preset with the component values given in the 
circuit diagram. The low leakage requirement for 
Ci is easily met by using a Mylar capacitor. The 
time delay can be extended to about 2.5 minutes by 
using a 50-microfarad low-leakage tantalum capac¬ 
itor for Ci. Very accurate timing is achieved despite 
variations of line voltage. The accuracy with am¬ 
bient temperature variations (0° to 70°C) is typi¬ 
cally to 1%. The desired accuracy can be ob¬ 
tained by selecting or adjusting R L » to achieve 
stabilization over the required temperature range. 
The 2N494C unijunction transistor should be used 
where more precision is needed and higher ambient 
temperatures are encountered. 

Closing switch Si initiates the time delay inter¬ 
val. The timing circuit is the basic unijunction 



The author checking out a breadboard 
version of the line-operated delay 
circuit. Actual circuit is shown below. 


relaxation oscillator circuit. At the end of the timing 
interval, the discharge of Q across R r , triggers the 
controlled rectifier. This places the full-wave recti¬ 
fied line voltage across the load. During the time 
interval, C L » is able to maintain a d-c potential of 
approximately 165 volts (see discharge slope A of 
waveform) because of the low current drain. 

At the end of the timing interval, the higher 
bridge current supplied to the load causes the ca- 



Direct line operation of a delay circuit is made possible by the use of four IN 1693 silicon diodes. 
This circuit can handle loads up to 100 watts. Time delays range from 8 milliseconds to 5 seconds. 
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pacitor to discharge at a rate represented by the 
slope of B in the waveform. The minimum value for 
capacitor C 2 is dictated by the load current, since 
its waveform must maintain a minimum current 
value in excess of 30 milliamperes (the holding cur¬ 
rent requirement for the scr C20B). 

Flashers 

Incandescent-lamp flasher circuits are used in 
traffic lights, navigational beacons, aircraft beacons 
and illuminated signs. Unijunction transistors and 
silicon controlled rectifiers make ideal partners for 
these applications since they permit a wide fre¬ 
quency range and a high degree of frequency sta¬ 
bility to be obtained economically. 

The circuit shown below illustrates the basic 
principles of a flasher circuit using one unijunction 
transistor and two scr\s. This circuit can be easily 
simplified or modified to meet specific require¬ 
ments; as shown, it operates a lamp load of up to 
3 amperes with a supply voltage ranging from 17 
to 35 volts and a temperature range of — 50°C to 
1()0°C. Basically, this circuit is a parallel inverter 
with capacitor commutation. The scr’s conduct 
alternately and are triggered by the free running 
unijunction transistor relaxation oscillator. The 
flashing rate is determined by the time constant, 
(Ri -f- R l ») Ci, and may be adjusted to the value 
desired by potentiometer R 2 . The circuit was tested 
at up to 80 flashes per minute. 


When the supply voltage is applied, both scr’s 
are off; if a pulse is applied to the gates of the con¬ 
trolled rectifiers simultaneously, both will turn on 
and the circuit will not function. This problem is 
overcome by the gating action provided by Do, R«, 
and C 4 . If Da is off it will be turned on by the first 
trigger pulse, but D 4 will not be turned on since D 2 
is reversed-biased by approximately 28 volts and 
therefore blocks the trigger pulse from the gate of 
D 4 . 

If Da is on, however, Do will be reverse-biased by 
less than 1 volt so that the trigger pulse will be able 
to fire D 4 . The conducting D 4 then turns off Da 
through the commutating capacitor Ca. In this case, 
triggering Da and D 4 at the same time is permis¬ 
sible, since the time constant R f ; Ca is much longer 
than the trigger pulse width and D 3 remains re- 
verse-biased long enough after the end of the trigger 
pulse to assure reliable commutation of Da. 

Resistor R 7 and capacitor C 2 are used in the 
anode circuit of D 3 to furnish a higher current to D ;: 
during the turn-on interval. This prevents D 3 from 
turning off due to the effect of inductance in the 
power supply. In some cases it may also be neces¬ 
sary to place a capacitor directly across the circuit 
shown as C.-, in the diagram, or to reduce the value 
of R«. 

Alternate lighting 

The circuit operates the lamps at a 50% duty 


Eighty flashes per minute are 
provided by flasher circuit 
with a 50% duty cycle. The 
rate can be changed by varying 
the values of Ci, Ri and R 2 . 


Two-unijunction transistor 

flasher circuit with separate 
adjustments for flashing 
rate (R,) and duty cycle (R 2 ). 
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Rotating light (beacon) circuit. Lamps light one at a time beginning with Li when power is applied. 


cycle. If R« ; were replaced by half the lamp load, 
the lamps would light alternately. C 3 could be 
halved to 1 microfarad and type C12F silicon con¬ 
trolled rectifiers could be used. A variation of this 
circuit, using a second unijunction transistor to con¬ 
trol the on-time of the lamp load, is shown on the 
preceding page. 

If the inverter (flasher) circuit on page 108 is ex¬ 
panded by adding more stages and then closing the 
loop, the ring counter shown on this page is formed. 
Pushing a momentary contact switch will turn on 
the first scr D.-, and lamp Li. All of the diodes are 
now reverse-biased by the 28-volt supply except 
for 1\»; therefore a trigger pulse supplied by the 
free-running unijunction relaxation oscillator will 
turn on D (} . The inrush current of plus the com¬ 


mutating capacitor current generates a positive 
pulse across the 100-microhenry air-core inductor 
L, which turns off D 5 and Lj. The succeeding pulses 
supplied by the unijunction transistor are applied 
to the next adjacent stage around the ring. The 
speed of operation may be adjusted by potentiom¬ 
eter R t . One use for this circuit is as a replacement 
for a mechanical rotating beacon on a police car, 
ambulance or other emergency vehicle. Four lamps, 
turning on and off, simulate a rotating light. 

Voltage sensing 

The sensitivity of the unijunction transistor and 
the stability of its triggering voltage are ideally 
suited for use in go no-go voltage sensing circuits 
such as the one that is shown below. If the input 


Drift in trigger voltage of 

sensing circuit is less 
than 2 mTivolts over 
ambient temperature 
range from 0°C to 55°C. 
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Forty-nanoampere trigger level of current-sensing circuit is not affected by wide changes in ambient temperature. 


signal is negative, the unijunction transistor is not 
triggered and there is no output. If the input signal 
is slightly positive, the unijunction transistor is 
triggered and pulses occur at the output as long as 
the input signal remains positive. The output pulses 
are of sufficient magnitude to trigger a flip-flop, or 
to turn on silicon controlled rectifiers or other pulse- 
sensitive devices. 

The floating supply permits the designer flexi¬ 
bility in choosing the point for ground. 

Quick charge 

Most of the output pulse energy is supplied by 
capacitor C 3 . C 3 is charged very rapidly through Ri 
after each pulse and therefore does not limit the 
response time of the circuit. Diode D 2 provides a 
discharge path for C 3 , and diodes Di and D 2 clamp 
the input voltage to enable C 3 to charge to its steady 
state voltage when very large voltages are present 
at the signal input. Capacitors Q and C 2 provide 
the initial trigger energy for the unijunction tran¬ 
sistor and also serve as a filter for transients ap¬ 
pearing at the signal input and across the supply. 
In some cases, a small capacitor will also be re¬ 
quired across the primary of the pulse transformer 
to prevent false triggering due to transients. 

The circuit is initially adjusted by shorting the 
signal input and setting Ri so that the circuit is on 
the verge of being triggered. If close temperature 
compensation is needed, R 2 is adjusted so that the 
triggering voltage does not change appreciably 
when the unijunction transistor is heated or cooled. 
Usually it is possible to adjust the temperature com¬ 
pensation so that the drift in trigger voltage is 
within ±2 millivolts from 0°C to 55°C. After the 
temperature compensation adjustment is completed, 
it is invariably necessary to reset R|. The long-term 
stability of this circuit is good; drift normally is less 
than ±10 millivolts and hysteresis less than 1 milli¬ 
volt. 


Current sensing 

The circuit shown on this page is a sensitive cur¬ 
rent detector. Resistor R! is set so that the voltage 
at point A is 0.5 to 0.75 volts below the trigger 
level of Qi. A small input current of 40 nanoamperes 
will charge C 2 and raise the voltage at the emitter 
to the triggering level. When Qi is triggered, both 
Ci and Co are discharged through R 4 . The generated 
pulse triggers scr Di. Capacitor C 2 is kept small for 
faster triggering response time; Q provides the 
pulse output energy. Rapid recovery is obtained 
after Q, triggers, since both capacitors are charged 
through Ri. In this configuration, the leakage cur¬ 
rent of the silicon diode effectively counteracts the 
leakage current of the unijunction transistor, thus 
providing some temperature compensation. 

The input current flowing through R 2 is much 
lower than the minimum trigger requirement for 
the 2N2647 (Peak point current needed to trigger 
this device is 2 microamperes). Pulsing the upper 
base of with a 0.75 volt negative pulse drops the 
peak point voltage V P slightly and if the voltage 
level at C 2 is sufficient, the unijunction transistor 
will be triggered. The necessary triggering current 
I P is supplied by C 2 . 

For this sensing circuit, a floating power supply 
using a zener diode will permit grounding one of 
the sensing input terminals if desired. Resistor Ri 
should be adjusted so the circuit will not trigger 
accidentally at the highest ambient temperature in 
the absence of the current or voltage sensing signal. 
Resistor R.i can be adjusted or selected for stabiliza¬ 
tion of the triggering voltage over the required 
temperature range. 


Reprints of this report are available. See the 
reader service card at the back of this issue. 

© copyright 1965 Electronics ® A McGraw-Hill Publication 
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Medical electronics 


Bioengineering: a new discipline 


For studies of living creatures, life scientists need more engineering 
knowledge. Increasingly, they are looking to engineers 
experienced with microcircuits. First of 2 parts 


By Wen H. Ko and Lloyd E. Slater 

Case Institute of Technology, Cleveland 


In their quest for greater understanding of people 
and animals, the life scientists—physicians, biol¬ 
ogists and ecologists—have found ways to use 
electronics to monitor bodily functions directly. In¬ 
struments they have developed have been used on 
astronauts; also on sharks, moths, bears and other 
species of animal life. 

For difficult problems, biologists have found 
adequate electronic solutions. But the almost- 
impossible problems of tomorrow will require 
microelectronic techniques that can be designed 
only by engineers who are informed about what’s 
needed in the life sciences. These systems must 
gather data inside the body, measure and amplify 
the signals without interfering with the process 
being monitored, and transmit the signals to a 
remote receiver; they must have long life, resist 
reaction with the body’s chemical system, and 
operate over broad changes in environment. 


Wen H. Ko is associate professor 
of engineering at Case Institute 
of Technology and head of the 
institute’s research program in 
solid state electronic devices, 
circuit designs, biomedical 
electronics and microelectronic 
technology. He received his 
doctorate from Case in 1959. 


On July 1, Lloyd E. Slater will 
become executive secretary of 
the American Institute of 
Biological Sciences’ bio¬ 
instrumentation advisory council. 
He is associate director of 
research at Case Institute. 


The authors 



These needs are in both the biological and engi¬ 
neering realms. They will succumb only to collab¬ 
oration between life scientists and engineers. As 
a first step toward filling these technological needs, 
the American Institute of Biological Sciences has 
created a bioinstrumentation advisory council 
whose goal is to link the two disciplines—biology 
and engineering—for their common benefit and for 
humanity’s. 

Observing the heart at work 

What kinds of electronic devices are needed in 
the life sciences? A survey of users of biotelemetry 
devices has disclosed some recent electronics ac¬ 
complishments and spotlighted others that will be 
needed for future research. 1 They form a clear 
guidepost for engineers interested in applying 
their knowledge in the life sciences. 

The success of implanted pacemakers in the 
heart demonstrates the possibility of placing elec¬ 
tronic packages permanently in the body to pro¬ 
vide bioelectric stimulation. Researchers are now 
using implants that will telemeter electrocardio¬ 
graphic information directly from the heart muscle 
to remote receivers. Eventually, through biotele¬ 
metry, the use of prosthetic devices in the heart 
should be increased by automatic self-regulating 
and self-powering techniques. 

Biotelemetry in the space program has permitted 
research that was previously considered impossible. 
The pictures on page 112 show a study of the 
heart’s performance under zero gravity, with a free- 
floating man cradled with a telemetering package 
to gather information about the effect of various 
mechanical forces on the heart’s pumping action. 
The technique permits measurement as the body 
is free to move in six axes. 

Researchers are currently seeking ways to couple 
the heart itself to piezoelectric or other types of 


Electronics | June 1*4, 1965 


111 





Instrumented couch is used to study a subject under zero gravity. In this experiment, by W.C. Hixson 
and D.E. Beischer of the Naval Aviation Medical Center, the free-floating couch provides 
an ideal way to obtain whole-body ballisto-cardiograph measurements. 



Glass-fiber platform supports biotelemetry for zero-gravity experiment. Platform protects instrumentation and subject 
during the experiment. Miniature transducers measure body functions, which are telemetered to the aircraft. 


mechanical-electrical transducers to provide the 
electrical power for implanted biotelemetry devices. 
The human heart generates about eight watts of 
power; a dog’s heart produces about 0.6 watts. 2 
Some work already has been reported on a system 
for coupling transducers to the heart muscle. G. H. 
Myers of the Bell Telephone Laboratories, for 
example, has described a cardiac pacemaker pow¬ 
ered by two Clevite PZT-5 ceramic transducers 
clamped to the throbbing aorta of a dog. The pace¬ 
maker required 2.4 microwatts into a load of 1,000 
ohms. 


Affecting animals’ behavior 

Biotelemetry has enabled researchers to gather 
valuable information about animal behavior; the 
unanswered question is: how much does the telem¬ 
etry equipment affect the subject’s behavior? On 
the next page is a picture of a rat undergoing ex¬ 
tensive monitoring; the subject is nearly lost in the 
maze of equipment. Nobody knows how much the 
rat’s functioning is changed by the presence of the 
bulky instruments. 

Microelectronics has made it possible for im- 
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Biotelemetry devices surround a rat, restrained so its movement won’t break the wires. Transducers on animal 
measure indirect systolic blood pressure from its tail, as well as respiration, heart rate and electrocardiographic 
data. Animal-study unit in background was supplied by E&M Instrument Co., Houston, Tex. 


planted sensors to make measurements while the 
rat wanders freely among his brothers, many yards 
away from an automatic recording station. Already, 
researchers are mounting tiny instrument packages 
onto animal bodies and inserting them physically 
inside the body. They are surgically implanting 
them at the precise site of the physiological occur¬ 
rence or introducing them into the body by means 
of pills. Such pills have been used extensively in 
studies of the human gastrointestinal systems. 

One innovation is the use of ultrasonic waves, 
rather than radio transmission, to telemeter com¬ 
mand information to a control box mounted on a 
freely swimming shark; the control box activates 
three syringes which spray stimulants into the 
water in front of the shark. Reaction to the chemi¬ 
cal stimuli, which shows up as changes in the 
sharks' heart rate, are measured by transducers 
and transmitted by a return ultrasonic path. This 
allows observers to monitor and record the changes 
in the physiological patterns of the shark to var¬ 
ious chemicals. This concept of two-directional 
telemetry has some strong proponents among stu¬ 
dents of animal behavior. One of the most promis- 
ing applications seems to be in behavior studies. 
Monkeys already have been stimulated with electric 
signals and the resulting actions recorded using 
reverse-loop telemetry. [Electronics, Feb. 22, pp. 
90-93]. 


At present, most biotelemetry is open loop; that 
is, information is transmitted from the subject to 
the observer. However, reverse-loop techniques 
coupled with improved packages for implanted 
telemetry devices should allow two-way communi¬ 
cations between subject and observer. 

In studies of animals' feeding and migratory 
habits, biotelemetry permits tracking from air¬ 
planes or other mobile stations without disturbing 
the animals. Devices similar to the one shown on 
page 117 on the collar of the grizzly bear have 
enabled researchers to track animals 60 days over 
four miles, even into hibernation dens; flocks of 
birds also have been trailed for up to two miles. 
This data has enabled conservationists to map ac¬ 
curately the animal concentration in a locale. 

Monitoring a moth in flight 

Imaginative experiments are not confined to the 
larger species. The two pictures on page 116 
show a primitive form of telemetry that has been 
used to study the lowly housefly as well as the 
night-flying moth. Both applications employ optical 
waves in the infrared region of the spectrum for 
carrying information. The housefly study compared 
the movements of sterilized insects with those of 
normal males. The flies' activity level was con¬ 
trolled by varying the ambient visible light, and 
was measured by counting negative voltage pulses 
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Intragastric pill, designed by R. B. Barrueto of the 
Boeing Co., is half the size of its predecessors, with a 
useful life at least 20 times greater. Acting as a pulse- 
position-modulation telemeter, it has a power output of 
10-microwatts and a range of 75 feet. It can be used to 
monitor temperature, pressure or acceleration and pH 
(concentration of hydrogen ions in the blood). 



Small pack transmitter was designed by 
W. W. Cochran of the Illinois Wildlife Survey 
for tracking birds and small animals. It weighs 
20 to 40 grams, depending upon battery 
size, and is attached to animal's collar. 

Parts for the circuit, a one-transistor 
crystal-controlled oscillator, cost $8 per unit. 



Low-power temperature-sensitive radio transmitter 

and its associated battery are inserted into the 
body in the rim of an arching domeless diaphragm. 
Designed by Dr. Alvin Singer of American Electronic 
Laboratories, Inc., it continuously transmits 
vaginal temperatures for up to six months. 



Biotelemetering transmitting package 

on the left is implanted beneath skin 
of a rat from the base of the skull 
to the tail. The unit, designed by Wen Ko 
of Case Institute, senses and transmits 
electrocardiograms more than 50 feet. 


produced by a photocell detector as the flies moved 
through the beam. This project by the United 
States Department of Agriculture employed telem¬ 
etry only in the broadest interpretation of the word, 
because what were transmitted were only the neg¬ 
ative pulses. However, the system did meet the 
requirements of remote measurement under natural 
conditions; many extensions of this technique can 
be expected in other experiments. 

The experiment with moths used the insect as 
the source of the infrared transmitting medium. 
The study was conducted to confirm indications 
that these nocturnal travelers exhibit response pat¬ 
terns determined by the wavelength of incoming 
light in the 8- to 13-micron region; these reactions 
were found to be similar to those of an infrared 
spectrophotometer. The moth's emitted energy was 
measured during the experiment, and their re¬ 


sponses to varying wavelengths recorded. The de¬ 
signer of the study, Philip Callahan of the Agri¬ 
culture Department sees a variety of opportunities 
for using microelectronics to study insects; he has 
written a “how-to” booklet for other entomologists 
interested in applying telemetry to their experi¬ 
ments. Both experiments further man's knowledge 
of insects and their life patterns. Recent concern 
with the control of these pests with poisons has 
increased scientists' incentive to perfect these ex¬ 
periments; they plan to gather more data. Eventu¬ 
ally, it is hoped that knowledge of insect life pat¬ 
terns and processes will yield ways to eliminate 
them selectively without also killing desirable 
forms of life. 

Think big and design small 

For future studies, researchers are calling for 


114 


Electronics | June 14, 1965 










miniaturized electronic devices that can work in¬ 
side the body; the demand is for smaller and 
smaller units that can gather more and more in¬ 
formation. 

One promising use for telemetry is in the study 
of how the body’s normal functions, such as metab¬ 
olism, are influenced by external factors such as 
changes in the time between meals. This could 
lead some day to microminiature instruments that 
would diagnose pathologies such as hormone defi¬ 
ciencies and trigger the chemical or physical activi¬ 
ties necessary to remedy the situation. 

In a sense, the cardiac pacemaker is a coarse 
example of this technique. Implanted microelec¬ 
tronics could produce more dynamic information on 
cardiac pathology and more precise and controlled 
stimulation of the heart. It could also detect the 
onset of epileptic seizures and diabetic shock, and 
initiate therapy. Similar measures to accommodate 
drastic physiological demands could also help as¬ 
tronauts to maintain safety and comfort during 
journeys in space. 

In the field of sterility and birth control, a tem¬ 
perature-sensitive transmitter has been incorpo¬ 
rated into an arching domeless diaphragm. It con¬ 
tinuously transmits vaginal temperatures for up to 
six months before the battery needs to be replaced. 
Temperature changes are a good indication of the 
stage of a female’s ovluation cycle. 

Biology imposes severe demands on telemetering 
devices. They must be light—no more than 2% of 
the animal’s weight if the telemeter is attached 
externally, and less for implants. They must have 
long life, impose a minimum restriction on the 
subjects movements, and create as little reaction 
as possible in the body’s biological defenses against 
foreign matter. With microelectronic circuits, these 
requirements can now be met. 

The largest component by far in a biotelemetry 
system is the battery. Its short life is another draw¬ 
back. The most popular battery is the mercuric- 
oxide, alkaline primary dry cell—the so-called mer¬ 
cury or Ruben cell. It has four advantages over 
other power sources: a high ratio of energy to vol¬ 
ume and weight, very long shelf life, freedom from 
corrosion, and approximately constant discharge 
voltage over 80% of its operating life. Its theoreti¬ 
cal open-circuit voltage is 1.345 volts; its nominal 
capacity-weight relationship is 200 milliampere- 
hours for each 1.6 grams of active material. After 
2% years of storage, a Ruben cell’s capacity will 
have decreased approximately 10%. Materials used 
in its construction are less likely to break down 
in highly humid environments than are those used 
in zinc-carbon cells and are, therefore, more suit¬ 
able for implantation. 

With microwatt-power circuits now available, 
it is possible to power implanted units with energy 
derived from temperature differences, chemical po¬ 
tential, body-fluid fuel cells, mechanical converters 
(piezoelectric and others attached to moving or¬ 
gans), and radio waves. So far, only radio induction 
has proved practical in power implants; the other 



Tranquilized shark being equipped with a syringe 
assembly that will eject a chemical in front of 
the shark as it swims. The experiment, devised by 
H. A. Baldwin, at Cape Hays Marine Laboratory to 
study the effect of various odor stimulants on 
shark behavior, employs a two-way biotelemetry 
using ultrasound as the transmitting medium. Effect 
of EKG reaction to chemical is recorded remotely 
by transmission over a return ultrasonic loop. 



Control transmitter, left, is connected to small 
spherical hydrophone with coaxial cable. The receiving 
hydrophone, upper right, contains decoder circuitry 
that operates, on command, three hypodermic 
syringes (above foot rule). The system was 
designed by H. A. Baldwin and G. F. Ingle 
of the Sensory Systems Laboratory. 
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In closed-loop biotelemetry, the subject can be monitored 
closely in his natural environment. Observer can add 
stimuli, measuring the subjects' responses via the 
telemetry loop. 
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Box score of biotelemetry equipment 



Number of 

Equipment performance 

Equipment source 

Application 

responses 

adequate 

inadequate 

commercial 

self designed 

contracted 

Aerospace-oriented. 

8 

7 

1 

2 

5 

1 

Studies in animal ecology. 

8 

7 

1 

1 

3 

4 

Physiological research. 

7 

3 

4 

4 

1 

2 

Animal-behavior experiments... 

4 

2 

2 

2 

2 


Biomedical-oriented. 

9 

7 

2 

5 

3 

1 

Equipment development. 

6 

6 



6 





SENSING HEAD 


- J L 


ELECTRONICS CONSOLE 


l«Mt 


System for testing theory that nocturnal moths act as “flying infrared spectrophotometers and transmitters and 
receivers". Used in experiment by Phillip Callahan of the Department of Agriculture, the system employs a bolometer 
to measure infrared radiation from the moths. Behavior in response to return radiation is also being investigated. 



Movements of chemically 
Sterilized houseflies, in tube at 
right, is measured by passing a 
beam of infrared light through the 
tube containing the subjects. 
Movements are compared with 
those of normal male houseflies. 
The activity level was controlled 
by varying the ambient 
visible light. 
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approaches, limited by present technologies, have 
not yet been found practical for long-term use. 
However, the mechanical and electro-chemical 
methods seem to have great potential. 3 ' 4 ’ 5 ’ 6,7 

Many kinds of circuits have been employed in 
biotelemetry. The three common types are de¬ 
scribed in the panel on page 118. The second part 
of this article, in the June 28 issue, will describe in 
more detail these circuits and problems associated 
with their design. 

Chemical conversion of energy into electrical 
form is also under extensive study. Researchers 
at the General Electric Company have reported 
that a system of stainless steel-platinum/platinum 
black electrodes, approximately 3 by 4 centimeters, 
implanted in a rat, can produce 0.3 volts into a load 
of 1,000 ohms for several months. 

Approaching the neurocircuit 

Is electronics technology ready to cope with the 
problems of size inherent in biotelemetry? Trans¬ 
mitters have already been built small enough for 
implantation in rats without affecting the animals’ 
bodily functions. E. J. Casey at the University of 
Ottawa says present integrated-circuit components 
are only 1,000 times the size of an average neuron 
cell. It seems possible that devices the size of nerve 
cells may be available by 1975. 

When neurocircuits are attained, there will still 
be the problem of packaging. The electronics must 
be firmly anchored in the body, protected from 
body fluids, and prevented from upsetting the 
body’s chemical balance. 

Most of the present packaging compounds are 
permeable to body fluids and permit corrosion of 
electronic parts. Therefore several layers of en- 
capsulants are usually necessary: one to seal the 
circuit (paraffin is excellent), at least one to provide 
the mechanical protection (epoxy is commonly 
used), and one to be compatible with the body 
(Silastic, Teflon, nylon and polyethylene have all 
been used successfully). 

Advances in electronics and solid state physics, 
however, could result in new semiconductors and 
materials with properties that may be exploited in 
transducers. For example, silver electrodes are 
often polarized, because of skin salinity and other 
electrolytic effects, causing the generation of false 
information. Now electrodes of silver/silver chlor¬ 
ide are eliminating this problem. It is entirely pos¬ 
sible, moreover, that “molecule-identifying” effects 
will also be applied to biomedical research; these 
effects are electrical changes exhibited when con¬ 
ductive or semiconductive materials are exposed 
to certain molecules. These could result in pinhead- 
size transducers for such hard-to-measure quanti¬ 
ties as the amounts of oxygen in blood or glucose in 
urine. 

For ecological studies, low-cost equipment free 
from thermal effects is important. So are improved 
antennas and power-radiating techniques. Only 
with these will researchers be able to receive pre¬ 
cise information from herds of animals roaming 



Transmitter in grizzly bear's collar is powered by seven 
mercury cells. It operates at 32.02 megacycles and has 
a range of 4 miles. It was designed by Frank and John 
Craighead, two physicians working with the Montana 
Cooperative Research Unit in Yellowstone National Park. 


freely, far from the receiver. 

For controlled studies of behavior, improved 
mounting for sensors and transducers are needed, 
also equipment that will neither drift nor create 
erroneous signals. Other important needs are a 
greater variety of miniature transducers for physio¬ 
logical measurements, and better methods for 
sterilizing implants. 

Some of these problems are obvious to anybody 
who thinks about them; others require close co¬ 
operation between engineers and life scientists. For 
example, scar tissue is known to form around an 
implanted radio transmitter. Although, the tissue’s 
electrical properties are unknown, they have had 
certain effects on the transmission of the radio 
waves and have attenuated the signals picked 
up by the transducers. 

Electronic revolution in biology 

These problems pose difficult challenges for the 
engineers; they also open to them a rich field virtu- 
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Three oscillator-modulator circuits are the basis for most of the recent circuit developments in biotelemetry. 
Developed in the early days of biotelemetry research, these simple circuits have proved reliable and as a result 
have been incorporated into the modern devices. In the pulsed carrier oscillator-modulator, shown in the 
circuit on the left, the carrier frequency is modulated by the motion of a magnetic rod in coil L or by the 
microphonic action of Ci. The pulse rate of the carrier trains may be varied by the value of either R or C. For 
example, a thermistor used for R can transmit temperature information. A continuous-wave, f-m oscillator- 
modulator, middle circuit, uses the input signal to vary the base-emitter voltage, and therefore the base-emitter 
capacitor, to produce a frequency change on the carrier. The crystal-controlled oscillator, circuit on the right, is 
used in animal tracking. A tank coil, L, forms the harness or collar on the animal. The circuit may be made to 
give a pulsed carrier by adding a capacitor in parallel with resistance R. 


ally untouched by electronics technology. When 
these problems are solved, the impact on human 
and animal biology will be of revolutionary pro¬ 
portions; the implications are infinite. If progress 
continues at its present exponential rate, here are 
some of die advances that might be expected in 
the 1980’s: 

■ The physiology and social behavior of free- 
roaming animals will be under massive surveil¬ 
lance. Animal sounds will be classified and man 
will begin to synthesize animal “language,” leading 
toward two-way audio-telemetry between man and 
certain animal species. The day may not be very 
far off when a man will instruct a dolphin assistant 
to undertake a deep-sea tracking experiment, and 
businesses will control the flight of instrumented 
birds as they carry interoffice mail. 

■ Experience gained from the space program 
will lead to techniques for regulating complex ma¬ 
chinery from physiological inputs, without bringing 
the brain into play. An electronic sensor attached 
to an astronaut may be able to detect the buildup of 
impurities in his blood and initiate measures to 
remedy the situation while the man in the capsule 
continues to concentrate on navigation between 
the planets. 

■ In hospitals, low-cost miniature telemeters will 
be used to monitor the condition of ambulatory or 
bedridden patients at home or on their jobs. Arti¬ 
ficial limbs and organs will be made to respond 
to stimuli that are of little more than thought 
processes. Implants may become so common that 
packaging will be devised that can be dissolved 
into the body-waste system after a predetermined 
period. 

■ Continual diagnosis inside the body will be 
performed through electronic sensors. They will 


sense the onset of disease and, in some cases, treat 
it automatically. 

Better biotelemetry will develop better biology, 
and imaginative use of the technique will eventually 
lead to more exact knowledge in the life sciences. 
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If you are squeezed for a tight delivery schedule to meet a 
launch deadline, and need an operational amplifier built 
by the book* for an outer space system, Nexus can get you 
the performance you need and build it to — 


If you are squeezed for board-to-board clearance in a card 
rack system assembly and need a high-grade operational 
amplifier with superb performance in a low-height low- 
cost package, you can now get a standard Nexus opera¬ 
tional amplifier in the new off-the-shelf "K" package. 



with operational amplifiers by 



B INI EXUB RESEARCH LABORATORY, INC. 

480 NEPONSET STREET, CANTON, MASS. 02021 
TEL: (617) 828-9000 TWX: (617) 828-1022 



By encircling the reader card you will also be put on our list to receive 
"Nexus Notes" monthly, an informal paper covering basic analog de¬ 
signs and specific applications for operational amplifiers. 
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You’ve just 
decided to use 
a lighted 
pushbutton, 

Are you going to have to switch SWITCH suppliers? 



instead 
of a 
toggle 
switch. 



Well, if you have been considering one of the 3,150 
toggle switches we have at Control Switch, you 
can quietly stay right where you are and 
start considering one of our 1,800 lighted 
pushbutton switches. 

Same salesman. Same distributor. Same supplier. 
Same superior engineering for applications 
where you can’t afford to have a switch goof, 
even after a hundred thousand actuations. 

You can stay with us just as easily, too, for leaf 
and lever, interlock and limit, hermetically- 
sealed and environment-free switches. 


3C-4103 



CONTROLS 

COMPANY 

OF AMERICA 


CONTROL SWITCH DIVISION 

1420 Delmar Drive. Folcroft, Pennsylvania 19032 
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NEW DICKSON 

"W" CASE TANTALUM CAPACITORS 




"projecting stand-offs at the base 
of these compact devices provide- 
adequate circulation for heat 
transfer and serve as an access 
area for cleaning solvents used 
in removing residual flux from 
circuit board" 


"Nickel leads are 
radially positioned 
at .200" centers to 
conform to 
standard circuit 
board design. 

Leads are 
solderable 
and weldable/' 


designed lor high density 
packaging and printed 
circuit applications 

■ As you can see, these unique Dickson "W" case solid 
tantalum capacitors are ideal for high density and printed 
circuit applications. They should be, because that's what 
they were designed for . . . at the request of customers 
who were impressed with the quality and reliability of 
our standard tantalum capacitor line. This series, like all 
Dickson units, is manufactured under the most stringent 
QC procedures. 

■ Units are encapsulated in an epoxy casting system ex* 
ceptionally resistant to impact and thermal shock. They 
may be used at full rated voltage at the upper limit of 
their —55°C to -f85°C temperature range. And, since 
there are 374 types in the series, you are assured of the 
exact unit for your particular application. Give them a try. 


DICKSON "W" SERIES 

SOLID TANTALUM CAPACITORS 


VOLTAGE 

CAPACITANCE RANGE 

6 Volts 

.0047 to 220 mfd — 57 types 

10 Volts 

.0047 to 150 mfd — 55 types 

15 Volts 

.0047 to 82 mfd — 52 types 

25 Volts 

.0047 to 47 mfd — 49 types 

35 Volts 

.0047 to 33 mfd - 47 types 

50 Volts 

.0047 to 18 mfd - 44 types 

75 Volts 

.0047 to 3.9 mfd — 36 types 

100 Volts 

.0047 to 2.7 mfd - 34 types 




FOR COMPLETE TECHNICAL INFORMATION 

use this publications reader service card 
or write, wire or phone Dickson. 





ELECTRONICS CORPORATION 


310 WELLS FARGO. SCOTTSDALE. ARIZONA 
PHONE (602) 947-575 1, TWX 602-949-0 1 46 


Manufacturers of quality zener diodes, rectifiers, tantalum capacitors, solid state circuit breakers, field effect transistors. 
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ITT F-3013A 

Very high resolution; fast writ¬ 
ing speed; high brightness, 
-ms erase. 

ITT F-3013B 

Resolution to 120 shrinking 
raster lines/inch; writing 
speeds to 500,000 inches/sec¬ 
ond; brightness to 1250-ft. 
lamberts, fast erase. 

ITT F-3015 

Compact electrostatic-deflec¬ 
tion version which features 
very high resolution; writing 
speeds to 500,000 inches/sec¬ 
ond ; high brightness, fast erase. 


Compact 5" 
Storage Tubes 


3 New High-Reliability Types 


Three compact new 5-inch storage tubes 
by ITT combine exceptionally large 
viewing area with greatly reduced over¬ 
all length. They are designed for rugged¬ 
ness, will withstand 10G vibration. A 
high-resolution, on-axis writing gun 
greatly reduces the distortion in the 
scanned pattern and simplifies equip¬ 
ment packaging. 

COMPACT . . . Only 7.5 inches long 
for EM deflection and 10 inches long for 
ES deflection, 5.5 inches in diameter... 
designed for space-critical, solid-state 
display applications. 

RELIABLE ... Application-engineered 
for exceptional shock and vibration 
resistance. 

VERSATILE . . . For a variety of air¬ 
borne multiple-mode displays: terrain 
and turbulent-weather avoidance; fire 
control; navigation; guidance—PPI; 
sector scan; B-scan; mixed modes— 
radar, TV. 

FOR DATA . . . Write: ITT Electron 
Tube Division, International Telephone 
and Telegraph Corporation, P. O. Box 
100, Easton, Pa. 


Self-collimating features available with all of the above tubes. 

TTT 

electron tube division Jbi^kidk 
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The Mohawk Data Sciences 1101 Keyed Data-Recorder Unit. 



Ten-position Junction Block, accept¬ 
ing TERMI-POINT terminals, connects 
various components in the rear tape 
deck section. 



Interior view of Mohawk Data Sci¬ 
ences 1101 Keyed Data-Recorder Unit 
showing various TERM I-POI NT prod¬ 
uct applications 



AMP's TERMI-POINT Terminals are 
used extensively in the logic “card 
library” section of the MDS 1101. 


It might have been just an improved machine 
with some important new features ... 


But this keyed data recorder is all new... inside and 
out. We’re particularly happy about the inside because 
we helped design it. 

Our customer, Mohawk Data Sciences Corporation, 
built this machine to both transcribe and verify source 
data directly on magnetic tape, while offering users a 
saving of up to $603 per month. Inside the unit is a 
logic board section with hundreds of tightly spaced wire 
connections. It’s called a card library, and it might have 
been wired in the usual way, except that an evaluation 
of our TERMI-POINT^ Tools and Terminals for point 
to point wiring convinced Mohawk engineers that ours 
was the better method. 

In addition to the TERMI-TWIST* Connectors used to 
wire up the card library, we developed a bus bar for 
voltage and ground distribution to the cards, and a 
special junction block for the tape deck wiring. All three 
items, developed to accommodate our TERMI-POINT 
product line, gave our customer not only the high den¬ 


sity connections required in the application, but serv¬ 
iceability and reliability far surpassing other, more 
familiar wiring techniques. 


This is one reason why this manufacturer can state with 
justifiable pride that the MDS 1101 is not merely the 
rehash of an obsolete machine, but “an entirely new, 
original, better approach to faster, lower cost manage¬ 
ment of information through electronics.” 


Wouldn’t you like to say the same thing about your 
product? Why not let us design TERMI-POINT devices 
into your application. 

♦Trademark of AMP INCORPORATED 


INCORPORATED 

Harrisburg, Pennsylvania 


INDUSTRIAL 

SALES 

DIVISION 


A-MP* products and engineering assistance available through subsidiary companies in: Australia* 
Canada • England • France • Holland • Italy • Japan • Mexico • Spain • West Germany 
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IN WIRE & CABLE 
CONSTRUCTIONS 


Wiring problems can’t always be an¬ 
swered by standard materials, even from 
the broad range of wire products available 
today. Markel’s capacity for engineering 
high temperature wire and cable construc¬ 
tions to meet particular needs has grown 
steadily with the demand. The toughest 
requirements in temperature, corrosive 
atmospheres, flexing, corona effect, etc., 
can be solved —with long range economy 
and reliability — by specially designed 
products from our Flexlead Division. 

Teflon, Silicone Rubber, Fiberglass, Nylon 

Any combinations of insulations, shielding, 
fillers, liners, and jacket materials—for tem¬ 
peratures from —90° to 260 °C—with single, 
twisted pair, or multiple conductors. May 
we help you solve your wiring problems? 



Norristown, Pa. L. FRANK 


& SONS 


HIGH 
PERATURE 
IRE AND 


CABLE 


Get more facts. Write or call for a 
Flexlead Wire and Cable Selector 


NEW— solid state, 

regulated DC Power Supply 


with only .0005 V Ripple 

... at less than *100. 



0-25 VDC at 0-200 MA, 0.02% regulation 
12 to 1 ratio voltage adjustment 

(FOUND ONLY ON EXPENSIVE UNITS) 
GENERAL SPECIFICATIONS 


Voltage output .0-25VDC 

Amperage output.0-200MA 

Load regulation .0.02% 

Line regulation .±0.02% 

Maximum ripple .0.5MV 

Size overall . 6%x5x6" 

Net weight .3% lbs. 

Price, wired .$99.50 


t or transistor circuit design, development and 
experimental use requiring a stable, extremely 
low ripple, well-regulated voltage source. This 
new power supply is ideal for design, develop¬ 
ment, testing, and equipment operation appli¬ 
cations in industry and educational institutions. 

Again, the PS-3A offers Electro’s rare combi¬ 
nation of performance, quality, and reasonable 
price... and a 1-year guarantee! 

Write for complete information and name of 
your Electro distributor. 


18 other models from 6 to 500 VDC starting at $27.50 



Since 1936—Pioneers in Low Voltage DC Power Supplies 

• Proximity Switches • Magnetic Pickups • Tachometers 

• Pres-Con Controls • Dynamic Micrometers 

5184 


ELECTRO PRODUCTS LABORATORIES, INC. 


6125-F HOWARD. CHICAGO, ILL. 60648 • 312/775-5220 
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New low-cost Daystrom Model 333 
commercial trimmer has knurled 
finger-tip adjustment knob. It also 
has an Allenhead for fine adjustment 
... 4 to 1 ratio, nominal. Designed 
for PC board use, it requires approxi¬ 
mately Vi cubic inch of space. Price 
is another unusual feature — only 
$1.45 in 100 lot quantities! 

Model 333's unique resistance ele¬ 
ment is the same as used in MIL-type 
Squaretrim® pots. Thus, it provides 
high resolution, linearity, and low 
noise. In addition, it is vibration and 
shock resistant. 


This is just one of the special-pur¬ 
pose Daystrom units—from industry's 
broadest line of subminiature square¬ 
trimming potentiometers. Chances 
are that we can fill your most exact¬ 
ing requirements with a standard, 
off-the-shelf model. 

Weston, originator of the Square- 
trim pot, celebrates its tenth year of 
experience in this field. See your 
Weston distributor for catalog, prices 
and evaluation units. Weston Instru¬ 
ments, Inc., Archibald, Pennsylvania 
18403. Phone: (717) 876-1500. In Can¬ 
ada: Daystrom Ltd., Cooksville, Ont. 


From Weston's broad trimmer line 

Model 333 — Vi” by W 

by Dual adjustment: 
knurled finger-tip knob and 
Allenhead. For PC board 
mounting. Resistance: 50Q 
to 10k, up to 50k on special 
order. Rating: 0.2w @ 40°C 
| 5 4 in still air. 

actual 

size Series 200 — %" Square- 
trim, 0.150" thick, slotted or 
Allenhead adjustment 
screws. This is only one of 
|jj3s£~oM] a full line of %" pots. Oper- 
L J ation: from -55 to 150°C. 

1 Resistance: lOfi to 50k. Rat¬ 
ing: lw @ 50°C in still air. 


Only Weston's exclusive wire-in-the-groove offers 


[} LOCKED-IN LINEARITY (] 




QUALITY BY DESIGN 

yy WESTON INSTRUMENTS. I NO. 

Archbald, Pennsylvania 18403 
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Have you been buying your coaxial ruble by the twelve ineh foot? 
Here is a new set of rules to specify by* 


When you buy coaxial cable, by the mile or the 
foot, straight lengths or shaped, you buy a pas¬ 
sive element for the transmission of a signal. 
Why settle for less than the now available in 
accuracy of electrical or mechanical length? Newly 
developed techniques in testing and measuring 
permit you to establish new parameters in coaxial 
cable performance, to a degree never before 
possible. 

Whether you are considering standard Styroflex® 
coaxial cable. Helical Membrane, Foamflex or 


Corr-O-Foam. Or, if your application calls for an 
entirely fresh approach in cable design, we now 
establish these new' extensions of the state-of-the- 
art: Delay Time: accurate to .02 ns. Phase Length: 
accurate to 0.4° relative. VSWR: accurate to 1.01. 
Insertion Loss: 0 to 40 db ± 0.5 db, 40 db to 
60 db + 1.0 db. Impedance: absolute value of 
average, 1%. Impedance Discontinuities: accu¬ 
rate to 0.2%. 

Tell us about your requirements. Or request 
Bulletin SF-1 for full details. 



ELECTRONIC PRODUCTS 
NORTH HAVEN, CONNECTICUT 
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A fitting line 
for 

Antennas 
& Grids 



PREFORMED fittings have earned wide acceptance 
on up-to-date signal installations. They have important 
advantages in common: Fast, easy to apply by hand. 
Cannot shift or loosen. No maintenance required. Low¬ 
est installed cost. Low concentration of stresses. Ma¬ 
terial compatibility. Check these fittings: © PRE¬ 
FORMED DEAD-ENDS for line wire. (2) GUY-GRIP 
dead-ends for guying of poles and uprights. © BIG 
GRIP dead-ends, larger version of GUY-GRIP, used 
to guy high towers, antennas. @ DOUBLE and 
TRIPLE GRIP DEAD-ENDS used on Rhombics to 
make connections at a common point. ©T-CON- 
NECTORS join two perpendicular wires of varying or 
identical diameters. ©CROSS TIES and © L- 
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CONNECTORS join intersecting grid wires of the same 
or different diameters, connectors provide uniform 
holding, no stress points, excellent electrical conduc¬ 
tivity, high mechanical strength, material compatibility. 

© PREFORMED SPLICES join strand or wire; restore 
full mechanical strength to damaged or severed sec¬ 
tions. © GUY GUARDS provide 360° protection. 
Eliminate sharp edges. Plastic won't bend or break 
on impact. © PLASTIC SPACER UNITS, inexpensive 
way to eliminate mid span hits. 


Write for complete data to: PREFORMED LINE 
PRODUCTS COMPANY, 5349 St. Clair Avenue, 
Cleveland, Ohio 44103; dial 216-881-4900. 



In the WEST 

In the MIDWEST 

9 

In the SOUTH 


il t 


PALO ALTO. CALIF. 

CLEVELAND. OHIO 

TUCKER. GEORGIA 





































THE 


ONLY q- 


METER COVERING 1KC TO 300MC 


Q-METER MODEL 1245 

• Frequency Range: lkc to 300mc 

• Q Range: 5 to 1000 

• Delta Q: 25-0-25 

• Tuning C: 7.5 to 500 pf 

• Price: $520 


POWER OSCILLATOR MODEL 1246 

• Frequency: 40kc to 50mc calibrated 1% 
accuracy when used with Q-Meter or 
matching unit 

• Output: Up to 4V into 50ft 

• Output impedance: 0.5ft or 50ft when using 
matching unit TM5726 supplied 

• Price: $330 


POWER OSCILLATOR MODEL 1247 

• Frequency Range: 20mc to 300mc cali¬ 
brated 1% accuracy when used with Q-Meter 
or matching unit 

• Output: Up to 4V into 50ft 

• Output impedance: 0.5ft or 50ft when using 
matching unit TM5727 supplied 

• Price: $330 


Circle 128 on reader service card 





THE Q METER 


The Marconi Model 1245 Q-METER features dual measuring 
circuits and add-on oscillators for flexibility and reduced 
cost. Outstanding stability, fully regulated power supplies, 
high accuracy and precision controls are a few of the many 
features. The oscillators, available separ¬ 
ately, supply high outputs up to 4 volts into 
500 for use as bridge drivers, power oscil¬ 
lators, etc. A demonstration in your own 
plant can be easily arranged. 

The Q-METER in theory and practice ... a 36-page 
booklet plus literature on the above units is available 
upon request. 


A RCO 




INSTRUMENTS 

Division of English Electric Corp. 

Ill CEDAR LANE, ENGLEWOOD, NEW JERSEY 

Main Plant: St. Albans, England 
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Probing the News 


Military electronics 

Nike X has McNamara on the spot: 
it works, but is it worth building? 

The Administration must decide by this fall whether antimissile system 
can justify huge cost—and whether Russia or China poses main threat 

By Herbert W. Cheshire 

Washington News Bureau 


Even though there is no longer any 
serious doubt that the Nike X anti¬ 
missile will work, its future is un¬ 
certain. 

The question that President 
Johnson and Defense Secretary 
Robert S. McNamara must soon 
answer can be stated simply: will 
the Nike X defense be good enough 
to warrant the staggering outlay for 
its production and deployment? In¬ 
herent in this question is another 
which rose with the mushroom 


cloud of Communist China’s first 
atomic explosion: against which 
potential enemy will Nike X be de¬ 
ployed—Red China or the Soviet 
Union? 

The present timetable calls for a 
decision late this fall, when work 
begins on the defense budget that 
will be submitted to Congress for 
the fiscal year starting July 1, 1966. 

Deployment. There are indica¬ 
tions that McNamara’s recommen¬ 
dation will call for some deploy¬ 


ment of Nike X; but it is expected 
to fall far short—initially, at any 
rate—of the hopes of some of the 
system’s backers. McNamara ap¬ 
pears to lean strongly toward the 
view that Nike X would be more 
valuable as a defense against a 
primitive nuclear attack by Red 
China than against the huge num¬ 
bers of Russian missiles equipped 
with penetration aids, decoys and 
other techniques that increase the 
defense problem. The implications 


Sprint streaks toward target. High-acceleration, short-range missile can cover nearly a mile in the space of two heartbeats. 







of this view, if it prevails, are im¬ 
portant. 

A “thin” deployment of a com¬ 
paratively simple anti-Chinese de¬ 
fense system around a large num¬ 
ber of U. S. cities would cost far 
less than an anti-Russian system, 
which would be concentrated heav¬ 
ily around only the most impor¬ 
tant targets. Including the $5-bil- 
lion fallout shelter program Mc¬ 
Namara insists upon as a corollary 
to any antimissile system, the cost 
would be $8 to $10 billion for a 
simple system protecting about 40 
cities, and $17 to $20 billion for 
the more complex deployment pro¬ 
tecting about 23 cities. Some of 
those billions would go to the elec¬ 
tronics industry. 

I. Assessing the danger 

McNamara does not expect the 
Chinese to be able to deliver even 
a crude intercontinental missile un¬ 
til 1970, which is the year by which 
Nike X would be deployed if funds 
for a production go-ahead were 
provided in mid-1966. And he does 
not expect them to have a sizable 
missile arsenal or to match current 
U.S. and Soviet sophistication until 
1980 or 1985. If he is right, the 
stripped-down version of Nike X 
would provide protection against a 
Chinese nuclear attack for a decade 
or a decade and a half. 

A decision to build only against 
a Chinese attack would not mean 
that the U.S. is abandoning the 
idea of developing a defense 
against Russia’s missile force. But 
it would signal a belief that right 
now Nike X would not be effective 
enough in saving lives during a 
Russian attack to warrant its cost. 
It could be used, however, as a 
building block for an anti-Soviet 
system if a break-through in re¬ 
ducing costs could be achieved. 

Nuclear folly. Without a missile 
defense against Russia, the U.S. 
would have to continue to rely 
solely on its strategic offensive 
power as a deterrent to a Soviet 
nuclear attack. Despite Russia’s re¬ 
cent show of missile strength in the 
May 9 parade celebrating VE Day, 
intelligence reports indicate the 
U.S. still has a three-to-one-lead in 
intercontinental missiles, with 900 
of them on launchers, not includ¬ 
ing submarine-launched Polaris 
missiles, against Russia’s 270. 

Implicit in the current thinking 


about Nike X is the Administra¬ 
tion’s belief that the Soviets under¬ 
stand the extent of U. S. strength 
and the folly of starting a nuclear 
exchange. But U. S. officials believe 
that China, because of its continu¬ 
ing intransigeance toward the West 
and its recent entry into the atomic 
power club, might be reckless. 

II. Reaching a decision 

McNamara feels there are five 
major elements that must enter 
into his decision on Nike X. The 
first is whether the technical prob¬ 
lems have been or can be met, a 
question he seems likely to answer 
in the affirmative. There is greater 
uncertainty about the others: 

Concept of deployment. There 
already is considerable debate 
within the Pentagon over this. The 
Army, which is in charge of the 
Nike X development, would like to 
move ahead faster and with a more 
complex system than McNamara 
seems to favor. 

Alternative programs the rela¬ 
tionship of Nike X to other so- 
called damage limiting programs 
that might be undertaken. The 
question here is whether the tre¬ 
mendous sums required for even a 


low level of Nike X deployment 
might not be better spent on some 
other military need. The Air Force 
tends to the view that the money 
should be spent on further 
strengthening of offensive weapons 
and that more emphasis should be 
put on beefing up bomber defenses. 

Fallout shelters. McNamara in¬ 
sists—with backing in principle 
from the military services—that a 
missile defense system without 
fallout shelters makes little sense. 
The enemy could overshoot the de¬ 
fense with nuclear ground bursts 
and then allow fallout drifting back 
on populated areas to accomplish 
what could not have been achieved 
by trying to penetrate the defense. 

In fact, McNamara argues, fall¬ 
out shelters should have first pri¬ 
ority. He estimates that in a full 
scale nuclear war with Russia, the 
United States would suffer 149 mil¬ 
lion casualties. With an investment 
of $5 billion for shelters, he figures 
30 million of those lives could be 
saved. Saving an additional 30 mil¬ 
lion lives with a Nike X system 
capable of handling a sophisticated 
Russian attack would require the 
expenditure of an additional $15 
billion. In other words, for Nike X 



Multifunction Array Radar (MAR) at White Sands Missile Range. Bubble-like 
protective domes are made of fabric and inflated with air. 
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to save the same number of lives 
as shelters requires three times the 
expenditure. 

Soviet reaction. The question 
here is whether Russia would try 
to offset Nike X simply by stepping 
up its offensive missile force. In 
that event, the net effect would not 
improve the U.S. position. 

McNamara points out that for 
each higher level of expenditure 
made on a Nike X system with a 
fallout shelter program, the ratio of 
U.S. expenditures on defense to the 
enemy’s costs for stepping up his 
offensive power becomes less and 
less favorable to us. This is another 
way of saying that beyond a cer¬ 
tain level of defense, the cost ad¬ 
vantage lies increasingly with the 
offense. 

McNamara acknowledges that 
this argument is not conclusive 
against undertaking a Nike X pro¬ 
gram extensive enough to cope 
with a Russian attack. In a contest 
of spending on military security, 
the U.S. could outdo the Russians. 
This is a point the Army empha¬ 
sizes. Our investment in a missile 
defense program would hurt the 
Russians financially much more 
than it would us. 

McNamara counters that the 
Russians might not react at all as 
assumed. 

Beyond this consideration is the 
question of whether deploying 
Nike X is worth the risk of upset¬ 
ting the current detente with the 
Soviets and whether it might dam¬ 
age chances for an eventual arms 
control agreement. 

III. Secret ingredients 






STOCK MODEL 

POWER SUPPLIES 

ARE ENGINEERED TO 

CUSTOM DiSIGN PERFORMANCE 



Acme Electric magnetically regulated power supplies were designed 
for industrial control and systems applications where high reliability 
of performance is of prime importance. 

Simplicity of design, employing a minimum of components, avoids 
the possibility of failure present in more complex circuits. Components 
are conservatively rated for continuous duty at full output under 
conditions of industrial use. 



FEATURES 


All solid state components for stability and reliability. Convection 
cooled — no fan or other moving parts. Available for operation on 
50 cycles as well as standard 60-cycle frequency. May be paralleled 
in operation for multiplying current capacity. Fast response to fine 
and load changes. 


REGULATION 

Line: ±1% for ±13% line voltage change. Load: ±2% for any 
load change between load and full load. Ripple: 1% RMS maximum. 
Operating temperature range: 0°C. to 50°C. 


The Nike X development was be¬ 
gun in 1963 as a follow-on to the 
Nike Zeus antimissile program. 
Col. I. O. Drewry, Nike X project 
manager, describes the difference 
between the two systems as the 
difference between a box of soap 
and a high-powered detergent. He 
says “They were both designed to 
scrub out ICBM’s, but the Nike X 
will be a new improved product. It 
will also have a number of secret 
ingredients designed to get those 
hard-to-reach ICBM’s, if you will.” 

Nike Zeus had two basic defi¬ 
ciencies that Nike X will overcome. 
One was lack of adequate traffic- 
handling capabilities because of re¬ 
liance upon individual, mechanic¬ 
ally slewed radars for acquiring 


PARTIAL LISTING OF STOCK MODELS AVAILABLE 
SINGLE PHASE, 100-130 VOLTS, INPUT, 60 OR 50 CYCLES 


CATALOG 

NUMBER 


>.C. OUTPUT 


CATALOG 

NUMBER 

D.C. OUTPUT 

Volts 

Amps 

Watts 

Volts 

Amps 

Watts 

PS-47509 

10 

4 

40 


PS-47638 

28 

8 

224 

PS-47508 

15 

2 

30 


PS-47712 

28 

25 

700 

PS-41422 

24 

2 

48 


PS-41424 

48 

4 

192 

PS-41423 

24 

6 

144 


PS-47519 

48 

10 

480 

PS-47125 

24 

15 

360 


PS-47718 

100 

4 

400 

PS-47173 

24 

25 

600 


PS-41425 

125 

2 

250 

PS-1-47127 

24 

50 

1200 


PS-47457 

125 

6 

750 

PS-1-47461 

24 

75 

1800 


PS-41426 

150 

2 

300 

PS-1-47200 

24 

100 

2400 


PS-41427 

200 

1 

200 

PS-47202 

26 

4 

104 


PS-41428 

250 

1 

250 


k 
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50 Northline Road, Toronto 16, Ont. 
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Lambda Announces 

a complete line of 

all'silicon MODULAR power supplies 


VOLTAGES UP TO 60 VDC 
0.08 AMPS. TO 8.3 AMPS. 



A 


LAMBDA 


ELECTRONICS C O R P. 

515 BROAD HOLLOW ROAD. MELVILLE. L. I.. NEW YORK • 11740 
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LM Series available 
in 4 package sizes 
for chassis and 
rack mounting 

Package A 356" x 3"Ae x ' 


( l ) Current rating applies over entire voltage range and 
at 55 to 65 cps. For operation at AC input of 45-55 
cps and 360-440 cps, derate output current 10%. 

< 2 ) Can be operated at 0-10 VDC-derate output current 
30%. 

i 3 ) Can be operated at 0-20 VDC-derate output current 
30%. 

< 4 ) Can be operated at 0-40 VDC-derate output current 
30%. 

A LAMBDA 

ELECTRONICS C O R P. 


and tracking a large number of 
targets simultaneously and for 
guiding interceptor missiles. The 
other was reliance upon a single, 
comparatively slow-reaction inter¬ 
ceptor, the Zeus. 

New configuration. Western 
Electric Co. is the prime contractor 
for Nike X; Bell Telephone Labora¬ 
tories is in charge of system design 
and development. The configura¬ 
tion they have come up with con¬ 
sists of five main elements: 

MAR. A multifunction array 
radar which Sylvania Electric Prod¬ 
ucts, Inc., developed under subcon¬ 
tract. Because it scans electronic¬ 
ally rather than mechanically and 
can shift? from one sector of the sky 
to the opposite literally with the 
speed of light, MAR will perform 
target detection and identification, 
tracking, discrimination and some 
interceptor missile tracking, simul¬ 
taneously and as a single unit. 

The number of targets MAR can 
handle is limited only by data- 
processing elements of the Nike X 
system. Just how many is secret, 
but Drewry says the number is 
large. 

Fabrication and installation of 
MAR I was completed at the White 
Sands, N.M. missile range in early 
1964. It went on the air a year ago. 
A tactical prototype, MAR II, is 
being designed and developed for 
installation at Kwajalein atoll in 
the Marshall Islands, where system 
tests of Nike X will be carried out. 
MAR II incorporates design 
changes resulting from test experi¬ 
ence gained at White Sands. 

Unlike conventional radar an¬ 
tennas, MAR can be hardened 
against nuclear blast. 

MSR. Missile site radar, a Ray¬ 
theon Co. development, which pro¬ 
vides a guidance link with inter¬ 
ceptor missiles en route to their tar¬ 
gets. Also a phased array radar, 
MSR will he able to handle a num¬ 
ber of interceptors at once. Its con¬ 
figuration has been established and 
design and fabrication have begun. 
The prototype will go to the mis¬ 
sile launch area at Kwajalein. 

Zeus. The Zeus missile, a prod¬ 
uct of Douglas Aircraft Co., which 
is being retained in the Nike X sys¬ 
tem for long-reach intercepts, pri¬ 
marily outside the atmosphere. Its 
range is on the order of 70 to 100 
miles. When it was originally de¬ 
signed, the most important objec¬ 


tive of antimissile defense ap¬ 
peared to be the interception of 
targets as far away as possible. But 
the growth in knowledge of at¬ 
mospheric reentry characteristics 
and the possibility of using them 
to distinguish between real war¬ 
heads and decoys dictated devel¬ 
opment of another missile with 
shorter range and quicker reaction 
time. Dense layers of atmosphere 
tend to heat or retard decoys and 
act as a filter favoring the defense. 

The Zeus has repeatedly demon¬ 
strated that it can intercept ICBM 
targets during tests against Atlas 
and Titan missiles over the Pa¬ 
cific. A “live” intercept in these 
tests is considered successful if it 
occurs within the lethal radius of a 
Zeus nuclear warhead. The firing 
program of the missile, as it now 
exists, has just been completed. 
The Zeus is now being redesigned 
to take advantage of advancing 
missile technology. 

Sprint. The Sprint missile, being 
developed by the Orlando, Fla., di¬ 
vision of the Martin Co. This high- 
acceleration, short-range missile is 
so fast that its firing can be held off 
until an incoming missile enters 
the atmosphere and a quick deter¬ 
mination of whether it bears a real 
warhead is made from its reentry 
pattern. The Sprint can reach a 
height of 23 to 30 miles within 10 
to 15 seconds after launch. 

The Sprint’s acceleration exceeds 
100 G’s, which means it can cover 
about a mile in the time of two 
heartbeats. Such high acceleration 
required development of new pro¬ 
pellants and means of protecting 
both electronic components and 
the airframe from the crushing load 
and high friction heating. At 100 
G’s, a 10-pound component has an 
equivalent weight of 1,000 pounds. 

Another unusual feature of the 
Sprint is its launch method. In¬ 
stead of being flown out of its un¬ 
derground cell, it will be “popped” 
out by a rocket propellant slug in 
much the same way that Polaris 
missiles are ejected from subma¬ 
rines, with the first stage igniting 
as it clears the lip of the cell. 

Sprint’s ejection system has been 
tested successfully. The missile it¬ 
self has had a successful flight test 
not involving the ejection system. 

Data-processing equipment. The 
Univac division of the Sperry Rand 
Corp. has the main development 



Model 

Number 


CURRENT RANGE 

AT AMBIENT OF:") 

Price 

VOC 

40 C 

50 C 

80 C 

71°C 


LM 201 

0- 7«-> 

0-0.85A 

0-0.75A 

0-0.70A 

0-0.55A 

$ 79.00 


LM 202 

0- 7<*l 

0-1.7A 

0-1.5A 

0-1.4A 

0-1.1A 

99 00 


LM 203 

0-14i 3 ) 

0-0.45A 

0-0.40A 

0-0.38A 

0-0.28A 

79.00 


LM 204 

0-14") 

0-0.90A 

0-0.80A 

0-0.75A 

0-0.55A 

99.00 


LM 205 

0-32'*) 

0-0.25A 

0-0.23A 

0-0.20A 

0-0.15A 

79.00 


LM 206 

0-32") 

0-0.50A 

0-0.45A 

0-0.40A 

1 

0-0.30A 

99 00 


LM 207 

0-60 

0-0.13A 

0-0.12A 

0-0.11A| 

0-0.08A 

89 00 


LM 208 

0-60 

0-0.25A 

0-0.23A 

0-0.21A 

0-0.16A 

109.00 


Package B 3Ye x 47s' x bY* 


LM 217 

8.5-14 

0-2.1A 

0-1.9A 

0-1.7A 

0-1.3A 

$119.00 

LM 218 

13-23 

0-1.5A 

0-1.3A 

0-1.2A 

0-1.0A 

119.00 

LM 219 

22-32 

0-1.2A 

0-1.1A 

0-1.0A 

0-0.80 A 

119.00 

LM 220 

30-60 

0-0.70A 

0-0.65A 

0-0.60A 

0-0.45A 

129.00 

Package C 3’e x 47s x 9Vz 

LM 225 

0- 7( 3 

) 0-4.0A 

0-3.6A 

0-3.0A 

0-2.4A 

$139.00 

LM 226 

8.5-14 

0-3.3A 

0-3.0A 

0-2.5A 

0-2.0A 

139.00 

LM 227 

13-23 

0-2.3A 

0-2.1A 

0-1.7A 

0-1.4A 

139.00 

LM 228 

22-32 

0-2.0A 

0-1.8A 

0-1.5A 

0-1.2A 

139.00 

LM 229 

30-60 

0-1.1A 

0-1.0A 

0-0.80) 

\ 0-0.60/ 

149.00 

Package D 47s x 7%" x 


LM 234 

0- 7< 2 

N 0-8.3/ 

1 0-7.3A 

0-6.5A 

0-5.5A 

$199.00 


LM 235 

8.5-14 

0-7.7/ 

1 0-6.8A 

0-6.0A 

0-4.8A 

199.00 


LM 236 

13-23 

0-5.8/ 

^ 0-5.1A 

0-4.5A 

0-3.6A 

209.00 


LM 237 

22-32 

0-5.0/ 

i 0-4.4A 

0-3.9A 

0-3.1A 

219.00 


LM 238 

30-60 

0-2.6/ 

\ 0-2.3A 

0-2.0A 

0-1.6A 

239.00 
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subcontract for the data-process- 
ing equipment. The Nike Zeus 
computer was capable of 2,000 
arithmetic calculations per second. 
The Nike X system will perform 
nearly two million multiplications 
and five million additions and sub¬ 
tractions per second. The primary 
system, to be located with MAR, 
will perform all of the system digi¬ 
tal data processing, including com¬ 
mands for Sprint and Zeus, missile 
launching, and steering orders to 
intercept attacking warheads. A 
second, considerably smaller proc¬ 
essing unit will be located at MAR. 

Other major subcontractors are 
Avco Corp. for discrimination tech¬ 
niques and studies and General 
Electric Co. for radar techniques 
and signal processing equipment. 

IV. Bag of tricks 

A missile defense system must 
be capable of not only knocking 
down a warhead traveling at 17,000 
miles per hour; if it is to cope with 
a sophisticated attack, it must also 
be able to detect and counter or 
ignore a wide range of potential 
tricks that an enemy such as Rus¬ 
sia might employ. 

These include saturation attacks, 
in which the offense tries to over¬ 
whelm the defense with sheer num¬ 
bers; varying atmospheric reentry 
angles to confuse observation of 
reentry characteristics; use of war¬ 
heads hidden behind the charged 
atmosphere of percusor atomic 
blast; active electronic counter¬ 
measures to jam and confuse ra¬ 
dars; use of decoys, maneuverable 
reentry vehicles and multiple war¬ 
heads; and special materials to re¬ 
duce radar reflections and detect¬ 
able infrared energy. 

How close the Nike X now comes 
to countering these tactics is 
cloaked in secrecy. But whatever 
capabilities have been programed 
for it apparently can be achieved. 

Cost counts. The sole challenge 
is cost. “The technical problems 
remaining in the development, 
while still formidable in terms of 
the effort that will be required for 
solution, all seem amenable to so¬ 
lution in the sense that the compo¬ 
nents can surely be made to work,” 
Harold Brown, Director of Defense 
Research and Engineering, recently 
told Congress. “The technological 
challenge is rather that the over-all 
system be capable of operation 


without prohibitive cost.” 

Nike X has the highest priority 
in the defense research and devel¬ 
opment budget. By mid-1966, more 
than $2 billion will have been 
poured into both the Zeus and X 
development. The total will rise to 
well over $2.5 billion before the 
development program is completed. 

For the coming fiscal year, the 
Defense Department has budgeted 
over $1 million a day for spending 
on the program, including $10 mil¬ 
lion for preproduction engineering. 
The $10 million will be spent in 
planning a production capability 
for thousands of specific compo¬ 
nents rather than in coming up 
with production designs for spe¬ 
cific end items. 


Just in case . . . 

Although Nikita Khrushchev boasted 
in 1962 that the Soviet Union had 
an antimissile missile that could 
"hit a fly in outer space,” Defense 
Secretary McNamara says there is 
no reason to believe the Soviets are 
ahead of the United States in anti¬ 
missile development. He asserts 
that there is no operational anti¬ 
missile system deployed in the So¬ 
viet Union today. 

In recent testimony before the 
House Armed Services Committee, 
McNamara spelled out what this 
country was doing about the possi¬ 
bility that the Russians might deploy 
an antimissile system. 

"We have anticipated they would 
be working on an antiballistic mis¬ 
sile system. We recognize that if 
they do deploy such a system, we 
must have the capability for pene¬ 
trating such defenses without any 
qualifications whatsoever, in the 
same way that we say we can, with¬ 
out qualifications, penetrate their 
future air defense system. 

"For that reason, in about March 
1961, we substantially increased the 
funds then being planned for ex¬ 
penditures on research and develop¬ 
ment for penetration aids. These are 
devices associated with the offen¬ 
sive warhead, which are designed to 
insure that our warheads will pene¬ 
trate an antiballistic missile defense. 

"In fiscal 1962 through fiscal 
1965, we will have spent about a 
billion dollars on research and de¬ 
velopment of penetration aids, and 
we now have those penetration aids 
being introduced into our deployed 
forces, particularly into the Polaris 
force and into certain of the Minute- 
man missiles.” 



DELCO RADIO SEMICONDUCTORS 
AVAILABLE AT THESE DISTRIBUTORS 

EAST 

BINGHAMTON, N. Y.-Federal Electronics 
P. 0. Box 1208/PI 8-8211 
PHILADELPHIA 23, PENN. 

Almo Industrial Electronics, Inc. 

412 North 6th Street/WA 2-5918 
PITTSBURGH 6, PENN.—Radio Parts Company, Inc. 

6401 Penn Ave./361-4600 
NEWTON 58, MASS.-Greene-Shaw Company 
341 Watertown Street/WO 9-8900 
CLIFTON, N. J.-Eastern Radio Corporation 
312 Clifton Avenue/471-6600 
NEW YORK 36, N. Y.-Harvey Radio Company, Inc. 

103 West 43rd Street/JU 2-1500 
BALTIMORE 1, MD.-Radio Electric Service Company 
5 North Howard Street/LE 9-3835 
SOUTH 

BIRMINGHAM 5, ALA. 

Forbes Distributing Company, Inc. 

2610 Third Avenue, South/AL 1-4104 
WEST PALM BEACH, FLA.-Goddard, Inc. 

1309 North Dixie/TE 3-5701 
RICHMOND 20, VA.—Meridian Electronics, Inc. 

1001 West Broad Street/353-6648 
MIDWEST 

BATTLE CREEK, MICH.-Electronic Supply Corporation 
94 Hamblin Ave./P. 0. Box 430/965-1241 
MINNEAPOLIS 62, MINN.—Admiral Distributors, Inc. 

5333 Cedar Lake Road/545-8811 
INDIANAPOLIS 25, IND. 

Graham Electronics Supply, Inc. 

122 South Senate Avenue/ME 4-8486 
CLEVELAND 1, OHIO-The W. M. Pattison Supply Co. 
Industrial Electronics Division 
111 Rockwell Avenue/621-7320 
CHICAGO 30, ILL.—Merquip Electronics, Inc. 

4939 North Elston Avenue/AV 2-5400 
CINCINNATI 10, OHIO-United Radio, Inc. 

7713 Reinhold Drive/241-6530 
KANSAS CITY 11, MO.-Walters Radio Supply, Inc. 

3635 Main Street/JE 1-7015 
ST. LOUIS 17, MO. 

Electronic Components for Industry Co. 

2605 South Hanley Road/Ml 7-5505 
WEST 

DALLAS 1, TEXAS—Adleta Company 
1907 McKinney Ave./RI 1-3151 
HOUSTON 1, TEXAS—Harrison Equipment Company, Inc. 

1422 San Jacinto Street/CA 4-9131 
SAN DIEGO 1, CAL. 

Electronic Components of San Diego 
2060 India Street, Box 2710/232-8951 
LOS ANGELES 15, CAL.-Radio Products Sales, Inc. 

1501 South Hill Street/RI 8-1271 
LOS ANGELES, CAL. 90022-Kierulff Electronics 
2585 Commerce Way/OV 5-5511 
MOUNTAIN VIEW, CAL -Kierulff Electronics 
2484 Middlefield Road/968-6292 
DENVER, COLO.-L. B. Walker Radio Company 
300 Bryant Street/WE 5-2401 
SEATTLE 1, WASH.-C & G Electronics Company 
2600 2nd Ave./Main 4-4354 
PHOENIX, ARIZ.—Midland Specialty Co., Inc. 

1930 North 22nd Ave./258-4531 
ALBUQUERQUE, N.M.-Midland Specialty Co., Inc. 

1712 Lomas Blvd., N.E./247-2486 
TUCSON, ARIZ.—Midland Specialty Co., Inc. 

951 South Park Ave./MA 4-2315 

Ask for a complete catalog 

DELCO RADIO 

DIVISION OF GENERAL MOTORS • KOKOMO. INDIANA 


134 


Circle 134 on reader service card 






400V 2.113.51 
SILICON 
TRANSISTORS 





INEXPENSIVE 


From Delco Radio, come two new silicon power transistors that 
transcend the known limits of semiconductor cost and capability. 
■ Vceo 400V at less than three cents a volt-even in sample 
quantities! ■ The DTS-413 and DTS-423 open the door to a host 
of new ideas, new circuits, new products and product improve¬ 
ments. ■ As an example, practical—and immediate-applications 
are both vertical and horizontal TV outputs. Large-screen all- 
transistor TV is, for the first time, technically and economically 
practical. ■ Delco’s achievement also permits a reduction in current, 
reduction in size of other components, and a hike in efficiency 
in circuits where high energy output is needed. ■ High punch- 
through voltage, high frequency response, and low saturation resis¬ 
tance are provided by the silicon element itself, which is fabricated 
by our unique triple sequential diffusion process. ■ Complete 
freedom from “purple plague” and exceptional resistance to thermal 
and mechanical shock are a result of ultrasonic bonding of alumi¬ 
num to aluminum base and emitter contacts. ■ Contact us right 
now for data sheets and prices. Be one of the first to take advan¬ 
tage of these Delco Radio high-voltage silicon power transistors. 


RATINGS 

DTS 413 

DTS 423 

VOLTAGE 



Vceo 

400 V (Max) 

400 V (Max) 

Vceo (Sus) 

325 V (Min) 

325 V (Min) 

Vce (Sat) 

0.8 (Max) 

0.8 (Max) 


0.3 (Typ) 

0.3 (Typ) 

CURRENT 



lc (Cont) 

2.0A (Max) 

3.5A (Max) 

lc (Peak) 

5.0A (Max.) 

10.0A (Max) 

Ib (Cont) 

1 .OA (Max) 

2.0A (Max) 

POWER 




75 W (Max) 

100 W (Max) 

FREQUENCY 



RESPONSE 




6 MC (Typ) 

5 MC (Typ) 


FIELD SALES OFFICES 

UNION. NEW JERSEY* DETROIT. MICHIGAN PALO ALTO. CALIFORNIA 

Box 1018 Chestnut Station 57 Harper Avenue 201 Town & Country Village 

(201) 687-3770 (313) 873-6560 (415) 326-0365 

SANTA MONICA, CALIFORNIA* SYRACUSE, NEW YORK CHICAGO. ILLINOIS* 

726 Santa Monica Blvd. 1054 James Street 5151 N. Harlem Avenue 

(213) 870-8807 (315) 472-2668 (312) 775-5411 

♦Office includes field lab 

and resident engineer umu M Um mM fl AM fjl lf 

for applications assistance. Urn mm Bm mm mm m mm u mm m mm 

DIVISION OF GENERAL MOTORS, KOKOMO, INDIANA 
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WHO SAYS 
YOU’RE A 
SEMI¬ 
CONDUCTOR 
EXPERT ? 

We do! No one knows more about your 
specific semi-conductor problems than you. 
And no one knows the production or research 
equipment necessary to solve those problems 
better than K & S. 


MODEL 752 AUTOMATIC SCRIBER 



A new concept in wafer scribing . . . com¬ 
pletely automates scribing and indexing . . . 
produces 45 to 50 scribes a minute. Range 
0 to .200" in increments down to .00025". 
Optional prealignment station. As first set 
of scribe lines is completed, preset limit 
switch halts machine . . . operator merely ro 
tates chuck 90°. . . scribing is then automati¬ 
cally completed. New low mass, spring- 
mounted tool design greatly reduces impact. 
Industry’s widest range of speed, tool and 
chuck adjustments. 

Have a production problem? Get the full story 
on K&S equipment and confidential engineer¬ 
ing services. Fill out the quick-action coupon. 

When at Wescon visit our new San Francisco 
facility, 840 Mitten Road, Burlingame, Cal. 
—Phone 415-697-0157. 


K 


KULICKE 
I and SOFFA 

MANUFACTURING COMPANY 

135 Commerce Drive, Fort Washington, Pa. 
Telephone: (215) 646-5800 

YES! Please send more data on Model 325. 

NAME—_ 

TITLE_ 

COMPANY- 

ADDRESS_ 


EM-65 


mm 





Lincoln Experimental Terminal. From the laboratory grounds at Lexington, 
Mass., this transportable terminal communicates with experimental satellite. 


Communications 

Digital techniques tried 
for jamproof messages 

Experimental satellite communication system 
uses frequency hopping and digital signal 
processing to protect military communications 


By Thomas Maguire 

Boston Regional Editor 


High on the Pentagon priority list 

is the development of techniques 
that will protect military communi¬ 
cations against jamming or inter¬ 
ference. 

Last week, at the IEEE Annual 
Communications Convention in 
Boulder, Colo., staff members of 
the Lincoln Laboratory of the Mas¬ 
sachusetts Institute of Technology 
spelled out the first details of their 
work in this area. 

For the last month, the Lincoln 
Experimental Terminal (LET) has 
been communicating in a single 
terminal set-up with the Lincoln 
Experimental Satellite (LES-2) 
launched on May 6 from Cape 
Kennedy [Electronics, May 17, p. 


18]. Irwin L. Lebow of Lincoln 
told the conference that the primary 
purpose of the system was “the 
communication of vocoded speech 
in a hostile environment/* 

I. Test bed 

The LES/LET system, operating 
with a single voice and two tele¬ 
typewriter channels, is the first sys¬ 
tem to use all digital signal proc¬ 
essing together with a frequency 
shift modulation system. 

In addition to evaluating new 
digital communications techniques, 
the experimental system is expected 
to provide engineering guidelines 
for the development of operatitonal 
circuits and devices for tactical 
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communications. 

X band. Operating on both the 
up and down frequencies of 8 
gigacycles, the system provides an 
environmental test bed for develop¬ 
ment of new ground based X-band 
receiving terminals. Together, LES- 
2 and LET comprise the first sys¬ 
tem to operate completely in the 
X-band frequencies set aside for 
military communications satellites. 
Military experiments with Syncom 
have used the X band for up¬ 
link transmission, but lower fre¬ 
quencies for reception. The long- 
range purpose of the experimental 
system, which is sponsored by the 
Air Force, is to develop solid state 
X-band components that will meet 
military specifications. 

All satellites. The experimental 
ground terminal is the first capable 
of transmitting and receiving via 
all types of satellites: passive re¬ 
flectors, active repeaters and the 
moon. 

The entire LET facility is housed 
in a two-part vehicle that can be 
towed on the ground or airlifted. 

On the Lincoln Laboratory 
grounds at Lexington, Mass, the 
terminal has been operating both 
as transmitter and receiver during 
the two or three hours per day that 
LES-2 is in range. Experiments in 
voice and teletypewriter have been 
conducted on a regular basis since 
May 7. 

II. New approach 

The combination of advanced 
modulation, voice compression and 
coding techniques in the LET/LES 
system permits high-quality speech 
communications at approximately 
one-tenth the signal power required 
by the conventional frequency 
modulation approach. 

To achieve reliable voice com¬ 
munications in conditions of heavy 
natural interference or jamming, 
the experimental system uses a 20- 
megacycle bandwidth to transmit 
the single voice and two teletype¬ 
writer channels. The antijamming 
capability is obtained by digitizing 
the incoming signals and transmit¬ 
ting them as 16 narrow-band sig¬ 
nals within the 20-megacycle band¬ 
width. 

The position of the 16 trans¬ 
mitted frequencies is randomly 
varied over the 4,096 available fre¬ 
quencies spaced uniformly over the 
system’s bandwidth. On reception, 





Type A—Open Frame. 
Open Contacts 


Type F—Hermetically Sealed 
Plug-in 


Type H—Dust-tight 
Plug-in 




Type B—Open Frame, 
Enclosed Contacts 


Type C—Phenolic Case, 
Ouick-on Terminals 


TIME-DELAY RELAYS 

in five economy-size packages 


Any of these five Silic-O-Netic® time-delay relays can save you money. 
And space. 

But not because the price is cheap (though it is competitive). Or because 
of any miracles of miniaturization (though the relays are small and compact). 

The economy comes from our relays’ continuous-duty construction. 

The coil is specially built to enable it to remain energized indefinitely 
after relay actuation. This gives the relay a unique dual-function capability. 
It can serve as both a delay device and a load-carrying component. 

If you can get by with up to 5 amps’ contact capacity and SPST, SPDT 
or DPDT switching, you won’t need a separate load relay or slave circuit. 

Even if this dual-function capability holds no special allure for you, you 
may be interested in our Silic-O-Netic relays simply as well-made, reliable 
time-delay switching devices. They’re available in a wide range of timings 
from /a to 120 seconds, and with a variety of AC and DC coil voltage ratings. 
Bulletin 5005 will give you detailed specifications. We’ll be glad to send 
you a copy. 


HEINEMANN ELECTRIC COMPANY 

2600 Brunswick Pike, Trenton, New Jersey 08602 

SA3189 
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Induction Heating’s Most Trusted 
and Creative Craftsmen Since 1926 




Many solid state devices used in the 
Electronic, Computer and Aerospace in¬ 
dustries depend upon material pro¬ 
duced by Epitaxial Growth. Several 
methods have been developed for de¬ 
composition of the carrier gas to form 
an epitaxial layer on the substrate. 
Induction heating has been found most 
effective, particularly when high tem¬ 
peratures are required. 


The silicon wafers are heated to de¬ 
composition temperature of the silicon 
tetrachloride by conduction and radia¬ 
tion from the graphite susceptor which 
is heated by the induction coil, pro¬ 
ducing the epitaxial layer on the wafers. 


WRITE FOR NEW LEPEL CATALOG 


MIT's sequential encoder/decoder (SECO) here in lab form transmitted one 
billion bits without error. The LET uses a modified SECO system. 


the signals are sequentially de¬ 
coded and recombined. 

Flexible digitizing. To transmit 
speech in digital form and to do it 
efficiently, the system uses a vo¬ 
coder designed at Lincoln Labora¬ 
tory. Normally, speech digitization 
would require a bit rate of about 
40,000 per second. The vocoder 
permits transmission in one of 
three modes. The prime modes op¬ 
erate at 4,800 and 9,600 bits per 
second. 

Vocoders are now operating in 
other military communications sys¬ 
tems, principally to permit digital 
encoding of secret information. 
Lincoln’s dual-mode vocoder is be¬ 
lieved to be the first which can 
accept speech from remote tele¬ 
phone-line inputs. 

Voice and pitch. When a voice 
comes in on the telephone line, 
the vocoder operates in the voice- 
excited mode at 9,600 bits per sec¬ 
ond. In the pitch-excited mode, the 
vocoder operates at 4,800 bits per 
second with the sender using a 
high-quality microphone at or near 
the terminal. For this mode, Lin¬ 
coln Laboratory designed a highly 
accurate pitch detector which per¬ 
mits reception of speech with a 
high degree of voice recognizabil- 
ity. 

In both voice-excited and pitch- 
excited modes, the 100-word-a- 


Integrated circuits cut LET’S 
SECO size to five inches of panel 
space from three 6-foot racks. 


minute teletypewriter channels are 
multiplexed in with the speech 
transmission. When only teletype¬ 
writer signals are being trans¬ 
mitted, a third mode operating at 
200 bits per second is available. 

Integrated-circuit elements are 
used throughout; as a result the 
entire vocoder occupies only 21 
inches of rack space. 

III. Frequency hopping 

Generation of the modulation 
pattern for transmission by LET’s 
10-kilowatt klystron transmitter in¬ 
corporates sequential coding and 
pseudo-random frequency selection 
within the transmitter bandwidth. 
This is the first system application 
of the sequential coding and de- 


INDUCTION HEATING 


EPITAXIAL 


GROWTH 


■ Minimum contamination since 
induction coil is outside the 
decomposition chamber. 

■ Uniform and controlled growth 
of the epitaxial layer. 

■ Design flexibility of gas 
chamber. 

■ High production—large number 
of wafers processed simultan¬ 
eously. 

Arrangement fqr induction 
heating within bell jar... 


/ A HIGH FREQUENCY 

JL LABORATORIES, INC. 


Manufacturers of INDUCTION HEATING EQUIPMENT 


55th ST. & 37th AVE., WOODSIDE 77, N.Y.C. 
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coding system (SECO) developed 
by MIT for high-speed data trans¬ 
mission with minimum error prob¬ 
ability [Electronics, June 21, 1963, 

p. 18]. 

Quick changes. In the LES/LET 
link, the basic channel signals com¬ 
prise 200-microsecond pulses lo¬ 
cated within the transmitter’s 
20-megacycle bandwidth. The in¬ 
formation content of the signal is 
contained within a set of 16 fre¬ 
quencies; the frequency of each 
pulse depends on the information 
it is to transmit. 

To prevent intersymbol inter¬ 
ference on multipath channels, and 
to provide security against inter¬ 
ference and jamming, the set of 16 
frequencies changes from one pulse 
interval to another. The basic pulse 
interval is 200 microseconds. 

Reducing errors. To reduce er¬ 
ror probabilities, redundant infor¬ 
mation from earlier signals is added 
before the transmitted frequency 
is selected. In an encoder unit, a 
core store holds up to 60 previously 
transmitted information bits. 

During each 200-microsecond in¬ 
terval, four bits from the encoder 
select one of the 16 frequencies 
that have been generated for trans¬ 
mission in that interval. Of these 
four bits, three are parity check 
digits derived from past informa¬ 
tion. 

The received signal is detected 
in a 16-channel data receiver; the 
16 channels correspond to the fre¬ 
quencies in use during a pulse 
interval. The outputs of the chan¬ 
nels are arranged in order of am¬ 
plitude, and the list of channels 
containing the seven largest out¬ 
puts is fed to the sequential de¬ 
coder. 

The decoder contains a 1,000- 
word buffer memory with the re¬ 
ceiver’s output listings from the 
most recent 1,000 intervals. To de¬ 
rive the final output signal, prob¬ 
abilistic techniques are used by the 
decoder. 

Multiplexing and demultiplexing 
of the digital voice and teletype¬ 
writer channels is done in a Univac 
1218 general purpose computer 
that forms an integral part of the 
LET terminal. 

In addition to its signal process¬ 
ing activities, the computer drives 
the 15-ft diameter antenna and also 
compensates for doppler frequency 
shift and the time delay produced 



“NO LIGHT?” s 

FOR MTI ORTH CAMERAS! 


World’s Largest Manufacturer 
of Low Light Level TV Systems 


This is the 
MTI ORTH III 
IMAGE 


. . . unequaled in performance and 
adaptability. Simplified operation 
makes you an expert in a matter of 
minutes. 

The advanced engineering, rugged 
construction, compact size and light 
weight of the MTI Orthicon TV Cam¬ 
eras permit adaptability in many sit¬ 
uations where other image orthicon 
cameras are rendered useless. 

Stability is assured by: Solid State 
regulated power supplies and the 
generous use of self-compensating 
feedback circuits in both sweep and 
video sections. Controls pre-set stay 
set. 

Solid State, modular construction 
used throughout the camera and con¬ 
trol unit. Reliability is “designed in.” 

With selected Image Orthicon 
tubes, (available at MTI) MTI Image 
Orthicon TV Cameras will produce 
high resolution pictures even at 1 x 
10~ 5 foot candles of ambient dark¬ 
ness (approaching total darkness). 


ORTHICON 

CAMERA... 


THE ORTH III IS ONE OF 
ELEVEN DIFFERENT MODELS 
AVAILABLE. LINE SCAN FRE¬ 
QUENCIES INCLUDE: 525; 
675; 875; 945; 1023; 1029 
OR 1201. CHOICE OF IN¬ 
TERNALLY GENERATED 
FULLY INTERLACED SYNC 
OR EIA SYNCHRONIZATION. 


CALL 

AN MTI MAN 

TODAY! 
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how to convert 
resolver and synchro angles 
to digits 
(and vice versa) 


North Atlantic now brings you a new family of solid-state analog-to-digitaI and 
digital-to-analog converters for resolver and synchro data. They offer a major advance 
in conversion accuracy in modern navigation, simulation, data processing and meas¬ 
urement systems. 

Typical of these new instruments is the Model API-5450 shown here. It provides 
both continuous and command conversion of both resolver and synchro angles, 
accommodates all line-to-line voltages from 11.8 to 90 volts at 400 cps. Output data 
is in decimal digits and is presented both as a Nixie-tube display and a five-digit 
printer output with supplementary print command. Accuracy is 0.01° and update 
time is less than 1 second. 


All instruments in this family are designed to MIL-T-21200 and feature all solid- 
state circuitry and precision transformers—there are no motors, gears, or relays. 
Their flexible plug-in modular circuit design permits a wide range of variations to 
suit your specific requirements. For example: 


■ 18 bit or 10 second accuracy 
and resolution 

■ binary, BCD, or decimal 
inputs/outputs 


■ multiplexed channels 

■ multi-speed inputs/outputs 

■ high conversion speeds 

■ other signal frequencies 


Your North Atlantic representative has complete application information. He’ll be 



glad to help you solve interface problems in measurement and data 
conversion. Simply call or write. 

NORTH ATLANTIC industries, inc. 
TERMINAL DRIVE, PLAINVIEW, L. I., NEW YORK • OVerbrook 1-8600 


by transmission to and from the 
satellite. 

IV. Antismear tactics 

The combination of source and 
signal processing techniques pro¬ 
tect against smearing in frequency 
and time by a dispersive reflector 
like the moon. While the computers 
at the terminal compensate for 
gross doppler and multipath ef¬ 
fects, smaller effects, called smear¬ 
ing, are handled by comb filters 
at the receiver. These filters are 
set up in sets of 16 passbands. Be¬ 
cause of synchronization of ter¬ 
minals, the receiving equipment 
knows that the desired frequency 
is one of 16. The sequential de¬ 
coding system looks at the outputs 
of all 16 frequencies, and picks the 
strongest as the desired output. 
Even if the spectrum is smeared 
and the energy spills over into 
adjacent bands, the system will 
pick the correct output. 

Low noise reception. Special care 
has been taken to improve the sig- 
nal-to-noise ratio. The Lincoln de¬ 
signers expect the receiver noise 
temperature to be less than 100° 
Kelvin. A refrigerator cooled tun¬ 
able parametric amplifier forms the 
first stage of the receiver. This is 
followed by a mixer to produce 
the 60 megacycle i-f signal. The 
refrigerator operates around 17° 
K; with correctly matched termina¬ 
tions on the amplifier, its noise 
temperature at the terminating 
flanges is about 55° K. 

A second receiving channel is 
included for deriving an error sig¬ 
nal for autotracking. But this uses 
an uncooled parametric amplifier 
running about 300° K. Control, 
calibration and measurement of re¬ 
ceiver performance is accomplished 
remotely from a separate trailer 
in the two-vehicle LET system. 
One vehicle contains the data proc¬ 
essing equipment and the power 
plant, while the other carries the 
antenna, receiver and transmitter. 

The various approaches to the 
goal of secure military communica¬ 
tions now being evaluated in the 
LES/LET system were reported 
at Boulder by the following mem¬ 
bers of MIT's Lincoln Laboratory: 
Paul R. Drouilhet, Jr., Irwin L. Le- 
bow, Joseph Tierney, John Harris, 
Paul Rosen, R. V. Wood, Jr., Her¬ 
bert Sherman, Robert M. Lerner, 
Philip Waldron, and Donald C. 
MacLellan. 
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An oscilloscope picture in 10 seconds: 
any longer is a waste of time. 


Polaroid Land films don't make you 
wait to see if your trace zigged when 
it should have zagged. 

They let you know in ten seconds. 

They give you an oscilloscope pic¬ 
ture you can study, attach to a report, 
send as a test record with a product 
shipment, or file for future reference. 

You have a choice of 5 films for 
oscilloscope recording. 

The standard film has an A.S.A. 


equivalent rating of 3000. It comes in 
both roll film [ Type 47] and pack film 
[Type 107]. They both give you 8 pic¬ 
tures 3 Vi x 4 Vi inches. This emul¬ 
sion is also available in 4 x 5 sheets 
[Type 57]. 

For extremely high-speed record¬ 
ing, there's Polaroid PolaScope Land 
film [a roll film. Type 410]. It has an 
A.S.A. equivalent rating of 10,000. 

It can take pictures of traces too 
fleeting for the human eye: such as a 
scintillation pulse with a rise time of 
less than 3 nanoseconds. 

One thing all these films have in 
common is a sharp, high-contrast im¬ 
age that's easy to read. Because, the 
films are so sensitive, you can use 
small camera apertures and low-in¬ 
tensity settings. 

To put these films to work on your 
scope, you need a camera that will 
take a Polaroid Land Camera Back. 


Most oscilloscope camera manufac¬ 
turers have one. For instance: Analab, 
Beattie-Coleman, BNK Associates, 
Fairchild, EG&G, General Atronics, 
Hewlett-Packard, and Tektronix. 

You can get complete information 
by writing to Polaroid Corporation, 
Technical Sales Department, Cam¬ 
bridge, Massachusetts 02139, or by 
writing to one of the manufacturers 
mentioned above. 

It will probably take a little longer 
than 10 seconds, but we promise the 
information won't be a waste of time. 

"Polaroid" and "PolaScope"” 



Polaroid Land Film for Oscilloscope Photography. 






RESISTOR PROVING GROUND: RELIABILITY TESTING 


Resistors are run under the most difficult 
operating conditions they might be expected 
to meet. Even after 1,000 hours jjnder load, 
Stackpole resistors are well within the limita¬ 
tions of MIL-R-11 specs. This exemplifies the 
continual rigid testing that creates resistors 
of the highest quality and dependability. 


Other tests are conducted to determine tem¬ 
perature/resistance characteristics. Perhaps 
you’d like to discuss this or other tests with 
us. Write or call: Don Kirkpatrick, Manager- 
Engineering, Electronic Components Division, 
Stackpole Carbon Company, St. Marys, Pa. 
Phone 814 834-1521. TWX 814 826-4808. 


r 


STACKPOLE 


ELECTRONIC COMPONENTS DIVISION 
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GOOD NEWS REPORTS: 



MARIETTA, GEORGIA: 

“Two 10-channel, 
type S-II Dynograph® recorders 
operating continuously since 
installed, May, 1964. 

No difficulties.” 

SCOVILLE, IDAHO: 

“Fourteen six-channel 
Type S-II instruments, used on 
24-hour-day basis on tests 
up to eight weeks, provide most 
accurate data. No test data lost. 
No problems.” 

LOS ANGELES, CALIFORNIA: 

“Eighty channels 
on Type S-II Dynograph recorders 
operating perfectly. 

No artifacts evident in six months 
on high sensitivity product 
check-out certification tests. 
Customer delighted.” 


This reliability and fine performance is typical of the 
solid-state Beckman Type S-II Dynograph Recorder. 
Representatives all over the country report the same 
thing, again and again. 

Just as importantly, users find recorded data is the most 
accurate and best recorded of any direct-writing 
oscillograph. Servo feedback from every pen tip gives a 
locked-in trace. Between-channel time comparisons are 
of the highest accuracy - across 8 channels pen traces 
are within .010" of a straight line. Type S-II specs 
assure sensitivity of lmv/div to 5v/div; differential and 


floating input; system accuracy to 0.25% ; and linearity 
of ±0.25% full scale. The zero weave paper and the 
pressurized ink supply assure fine readability and no 
paper drift at all speeds. 

Over 30 input couplers allow the conditioning of virtually 
any input signal, so you can adapt the Dynograph 
Recorder to your changing requirements at very little cost. 

This combination of reliability, accuracy and flexibility 
comes only with a Beckman Dynograph Recorder. For 
more information contact your local Offner Division Sales 
Engineering Representative, or write for Data File 722. 


I NSTRUM ENTS, INC. 

OFFNER DIVISION 

SCHILLER PARK, ILLINOIS . 60176 

INTERNATIONAL SUBSIDIARIES! GENEVA, SWITZERLAND; MUNICH, GERMANY; 
GLENROTHES, SCOTLAND; PARIS, FRANCE; TOKYO, JAPAN; CAPETOWN, SOUTH AFRICA 
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If you can find one POWER RESISTOR 
that's best for all your needs 

...order it 


We don't think you will. 

Only IRC makes all these different types...can recommend without bias. 



MINIATURE PRECISION 
WIREWOUND 

MIL-R-22379. »/ 2 to 15 
watts, 20 ppm max. T.C. 
Tolerances to .05%. 


METAL GLAZE 
POWER FILM 

Stable thick-film element. 
Moisture resistant, non- 
inductive. 2 to 7 watts. 


UNINSULATED 

WIREWOUND 

Least expensive. Wide 
variety of mounting 
terminals. 


HIGH VOLTAGE 
RESISTORS 

Up to 100 kv, continuous 
to 90 watts. Lead, 
lug and ferrule types. 


HIGH FREQUENCY 
RESISTORS 

Unique resistance film 
element. Lead, 
lug and ferrule types. 



CERAMIC CASE 
WIREWOUND 

Low cost commercial 
grade. Fireproof inorganic 
construction. 2 to 50 watts. 


FUSE RESISTOR 

Resistor, or fuse under 
overloads. Low cost, fully 
insulated. Axial or 
plug-in leads. 


TEMPERATURE 

COMPENSATING 

Wirewound current 
limiters. Compensates 
up to 0.55%/°C. 


PRINTED CIRCUIT 
WIREWOUND 

Rated at 
5 watts. Resists 
humidity and shock. 


IGNITION BALLAST 
WIREWOUND 

Ignition, appliance or 
motor start ballast. 
50 watts. 





FLAT WIREWOUND 

Vertical or horizontal 
stack mounting saves 
circuit space. 

30 to 95 watts. 


TUBULAR WIREWOUND 

MIL-R-26. 6 to 250 watts. 
Available with lugs 
or leads. 
Resisteg coated. 


ADJUSTABLE WIREWOUND 

For resistance or voltage 
adjustments. Tubular and 
flat styles. Spring contact 
adjustment. 12 to 250watts. 


TAPPED WIREWOUND 

Save space and cost. 
Use as voltage divider 
network. Tubular and flat. 
12 to 250 watts. 


FERRULE WIREWOUND 

Fast installation and 
interchangeability. 
Standard fuse clip mount. 
20 to 215 watts. 


Write for Power Resistor Selection Chart ... complete data in handy 11" x 17" size. 



INTERNATIONAL RESISTANCE COMPANY 


Circle 144 on reader service card 


PHILADELPHIA. PA. 19108 





























New Products 


Bellows focuses electron beam gun 


Mechanical technique eliminates complex optical systems 
to obtain optimum focus while maintaining vacuum 



C.B. Sibley, senior development engineer at the National 
Research Corp. equipment division, adjusts electron beam 
gun to change focus during operation. 


A mechanical bellows which can 
move the filament and grid of an 
electron beam gun in a high vac¬ 
uum, thus changing the focus, has 
resulted in beam heating equipment 
that is simple in design and con¬ 
siderably lower in price than prev¬ 
ious equipment. The technique, re¬ 
cently patented by the National 
Research Corp., a subsidiary of the 
Norton Co., achieves optimum 
beam focus by moving grid and 
filament in two perpendicular 
planes. In previous designs, these 
pieces were fixed and had to be 
preset while the vacuum system 
was open. The new technique also 
eliminates the complex optical sys¬ 
tem which was used to focus the 
beam. 

Electron beam heating is used 
for welding, etching, annealing, re¬ 
fining and melting by bombarding 
material with a narrowly focused 
beam of electrons to produce in¬ 
tense heat at the target point. Since 
it is carried out in a vacuum, the 
method provides freedom from 
contamination. By confining the 
heat-affected area to microscopic 
size, power density higher than 
that of lasers can be achieved (4 
kw on a spot 0.025 in. in diameter). 
For microcircuits, use of lower 
power can confine the heat-affected 
area to a spot 0.003 in. in diameter, 
and an 0.002 in. spot is possible. 

A frequent problem in micro- 
circuit etching is to produce a pat¬ 
tern in thin films. In many cases, 
this is done by photographic tech¬ 
niques, but these involve multi- 
step chemical processes which in¬ 
troduce contaminants. Electron 
beams can be used to etch away 
undesired areas of a pattern from 
a continuous film under the high 
purity of a vacuum. An NRC spot 
gun can also be used to outgas, 
evacuate, weld and seal in a single 


operation, as for example, in 
hermetic sealing of electronic com¬ 
ponents, potted electronic devices 
or nuclear fuel elements. 

The new design is incorporated 
in an electron beam welder (NRC 
2406). This unit is capable of weld¬ 
ing a %-inch thick piece of tung¬ 
sten in a single pass. In addition, 
the equipment can be used for pre¬ 
heating, post-heating, button melt¬ 
ing and sintering. 

The price of the basic equip¬ 
ment, which includes gun and 
focusing system but not the vac¬ 
uum system varies from $5,000 to 
$9,000, depending on application 
requirements. An electron beam 
welder making use of this gun, for 
example, might use equipment 
costing about $20,000. Compared 
to the prices of competitive units, 


these figures represent a savings 
of about half. However, the sys¬ 
tem's biggest advantage is in its 
reduction of set-up and processing 
time, which may also be as great 
as 50%. 


Specifications 


Electron gun 

Spot diameter 0.002-0.003 inch 

Beam voltage 20-25 kv 

Operating frequency 500 cps, maximum 
Beam current range 20-100 microamperes 
Beam deflection ±V6 inch 
Average working 

distance 2 inches from end of gun 

tube 

Deflection input signal provided by customer 

Grid control unit 

Bias-activating 

pulses 10 microseconds dura¬ 

tion 

Pulse magnitude 50-70 volts (50 ohm 
source) 

Pulsed source supplied by customer. 


National Research Corp., 70 Memorial 
Dr., Cambridge, Mass. 
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New Components and Hardware 


Protection for costly r-f tubes 



When sudden faults, such as break¬ 
down or flashover, occur in high- 
powered radar or other high-volt¬ 
age systems, excessive current can 
completely destroy the expensive 
r-f tubes commonly used unless, 
almost instantaneously, the current 
is diverted from flowing through 
them. 

Presently available energy di¬ 
verters, commonly called crowbars, 
have several disadvantages: they 
take up a lot of space, protect the 
tubes only over a limited range of 
voltages, and are extremely noisy. 
When a short circuit occurs in air- 
gap crowbars, the energy is di¬ 
verted from the main circuit 
through a bank of capacitors that 
discharges with a bang loud 
enough to disconcert anyone oper¬ 
ating the equipment. 

A new family of energy diverters 
has been developed to overcome 
these disadvantages. Although 
their main purpose is to protect 
costly r-f tubes, they can also be 
used to switch nonrepetitive cur¬ 
rent pulses into low-impedance 
loads. 

These energy diverters incorpo¬ 
rate a new feature called a trig¬ 
gered vacuum gap. In effect, they 
are extremely high vacuum tubes 
when inactive, and vapor tubes 
when a fault appears. 


This is the operating principle: 
in its nonconducting state, a high- 
vacuum gap maintained within a 
ceramic tube withstands high volt¬ 
ages. A fault is detected by a logic 
circuit that triggers an ionic dis¬ 
charge within the tube. A metal 
vapor plasma is generated inside 
the tube by evaporation of the elec¬ 
trode material as current passes 
through it. The amount of metal 
vapor formed is proportional to the 
current being conducted through 
the tube. The vapor forms a divert¬ 
ing current path away from the 
main circuit. When the fault ceases, 
vapor generation stops, and the gap 
recovers its vacuum state very 
quickly. 

Triggered vacuum gaps have 
characteristics which are not found 
in other crowbar devices: they can 
operate at voltage levels ranging 
from a few hundred volts to many 
kilovolts; can be triggered in less 
than a microsecond by energies of 
only a hundredth of a joule, oper¬ 
ate equally well in any position; 
and are not affected by tempera¬ 
ture, pressure, or humidity varia¬ 
tions. Additionally, they have a 
high tolerance to nuclear radiation, 
and are much smaller than other 
devices used for the same purpose. 

General Electric has introduced 
one model, ZR-7512 (see table). 



AUTHORIZED 

i#i 

DISTRIBUTOR 



For Erie Components In-Stock Call 
ARIZONA 

Phoenix 

Kierrulff Electronics Corp.—273-7331 

CALIFORNIA 

Glendale 

R. V. Weatherford Co.—849-3451 
Inglewood 

Newark Electronics Corp.—OR4-8441 
Oakland 

Elmar Electronics, Inc.—TE4-3311 
Palo Alto 

R. V. Weatherford Co.—DAI-5373 
San Diego 

R. V. Weatherford Co.—BR8-7400 
South Pasadena 

Capacitors, Inc.—MU2-3541 

COLORADO 

Denver 

Newark-Denver Elect. Supply—757-3351 
DISTRICT OF COLUMBIA 
Hyattsville, Maryland 

Milgray/Washington, Inc.—UN4-6330 

FLORIDA 

Orlando 

Crescent Elect. Sales Co.—423-8586 

ILLINOIS 

Chicago 

Newark Electronics Corp.—ST2-2944 

INDIANA 

Indianapolis 

Graham Elect. Supply, Inc.—ME4-8486 

MARYLAND 

Baltimore 

Whlse. Radio Pts. Co., Inc.—MU5-2134 

MASSACHUSETTS 

Boston 

DeMambro Electronics—783-1200 
Newton 

Cramer Electronics, Inc.—W09-7700 

MICHIGAN 

Detroit 

Newark-Ferguson Elect., I nc.—548-0250 

MISSOURI 

St. Louis 

Electronic Components for Industry 
Co.- 647-5505 
Kansas City 

ECI Semiconductor, Inc.—931-0829 

NEW MEXICO 

Alamogordo 

Kierrulff Electronics Corp.—437-0370 

^K^e^ruTff^ldctronics Corp.—268-3901 

NEW YORK 

New York 

Arrow Electronics—MY4-6800 
Newark Electronics Center—255-4600 
Milgray Electronics, Inc.—YU9-1600 
Rochester 

Rochester Radio Supply Co.—454-7800 

NORTH CAROLINA 

Winston-Salem 

Electronic Wholesalers, Inc.—PA5-8711 
OHIO 
Cincinnati 

Newark-Herrlinger Elect. Corp.— 

421-5282 

Columbus _ 

Electronics Marketing Corp.—299-4161 

OKLAHOMA 

Tulsa 

Engineering Supply Co.—LU3-8121 

PENNSYLVANIA 

Philadelphia 

Radio Elect. Serv. Co. of Pa 
WA5-5840 
Pittsburgh 

Cameradio Company—391-4000 

TENNESSEE 

Nashville 

Electra Distributing Co.—AL5-8444 
TEXAS 
Dallas 

Engineering Supply Co. 

— FL7-6121 
Houston 

Engineering Supply Co. 

— M06-2175 

WASHINGTON 

Seattle 

Universal Electronics 
Co.—MA3-2783 


, Inc.— 
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ERIE SUBMINIATURE 

BROAD BAND 

RFI FILTERS 


CALL YOUR AUTHORIZED 
ERIE DISTRIBUTOR FOR... 


Actual Size 


've ^Features! 


HIGH ATTENUATION • HERMETICALLY SEALED 


SUBMINIATURE • RELIABLE • IN-STOCK 

Erie’s Subminiature Broad Band RFI Filters are only one-fourth the size of 
conventional filters . . . yet they provide better attenuation performance in the 
10KC to 10KMC frequency range. That’s why they are selected for major 
Aerospace Systems . . . size and efficiency. 


These hermetically sealed Filters are designed to eliminate the problem of 
Electro-Magnetic Interference caused by switches, relays, motor commutators, 
SCR and transistor switching. No longer is it necessary to use bulky paper 
capacitor-coil combinations ... or large conventional filters. Erie Broad Band 
Filters provide better attenuation in only a fraction of the space. AND THEY ARE 


OTHER ERIE 
RFI FILTERS 
IN-STOCK 

Subminiature 
High Frequency, 



Miniature 

High Capacitance and 
High Voltage Types 

y 

Miniature 

Threaded Bushing and 
Eyelet Mount Types 



Miniature 

6 and 12 Section Filters 


AVAILABLE FROM STOCK . . . NOW. 

The attractive price cf these reliable filters makes them ideal for Commercial 


and Industrial applications as well as for Aerospace 
circuitry. Mounting arrangements to suit application. 

In addition to Broad Brand RFI Filters, Erie produces 
a complete range of subminiature filters suitable for 
YOUR SPECIFIC application. These too are available 
from stock. 

Call or write now for quality ERIE RFI FILTERS. 
Remember,your ERIE distributor is your one-stop 
filter source. 


Typical Attenuation Curve 




ERIE 

TECHNOLOGICAL 
PRODUCTS. INC 


Call Your 

AUTHORIZED 

|< 3 *| 

DISTRIBUTOR 


• CAPACITORS 

Subminiature Monobloc 

Tubular and Disc Ceramicons 

Stand-Off 

Feed-Thru 

Mica 

Film 

Solid Tantulum 

Trimmers ( Ceramic, Glass, Quartz ) 


• FILTERS 

Broad Band EMI Filters 

EMI Filters (High Freq., Low F > ass ) 

Multi Section Filters 

• SEMICONDUCTORS 

Silicon Diodes (Diffused Junction) 
Germanium Diodes 
Silicon Rectifiers 
Semiconductor Assemblies 


Advanced Components Through Increased Volumetric Efficiency 


Formerly 
Erie Resistor 
Corporation 



644 West 12th Street 
Erie, Pennsylvania 
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New Components 



Ask us! Perhaps we 

can tailor "SCOTCHPAR" polyester 

film to fit your needs 


No other polyester material comes in so many patterns. 
Thick or thin! Slippery or non-skid! Or, even sealable! 
A tailored “SCOTCHPAR” electrical grade film may be 
the answer to your specific need. Perhaps you’ve a 
special insulation problem ... if so, why not let us know 
exactly what you need. Our laboratories are equipped 
to provide hundreds of variations to basic polyester 
film. Contact: 3M Co., Film & Allied Products Division, 
2501 Hudson Rd., St. Paul, Minnesota, Dept. ICL-65. 


CPnt^1"1 nav* electrical grade 
lihUlbllUBl polyester film 

■brand 

•*COTCH*A*~ « A ftco. T.M. or >M CO* 




and has several others under de¬ 
velopment, including a 350-kv 
model to protect a klystron used 
in equipment for the Signal Corps. 


Specifications 


Model 

Voltage range 
Peak current 
Energy diverted 
Over all dimensions 
Response 


ZR-7512 
300v to 45kv 
70 kiloampere 
15 kilojoules 
3Vz in. * 8 in. 
less than 0.1 /isec. 


General Electric Co., Microwave Tube 
Dept., Schenectady, N.Y. [351] 


Photocell and lamp 
incompact package 



The Photomod, a new family of 
devices, makes available two types 
of photocells and two types of 
lamps in one cylindrical package 
measuring 0.375 in. in diameter by 
1.125 in. long. Within this module, 
the lamp and the photocell are op¬ 
tically coupled to provide a switch¬ 
ing device in cases requiring isola¬ 
tion between a tuned input and an 
output. 

The cells are either cadmium sul¬ 
fide or cadmium selenide; lamps 
are neon or incandescent. The 
CdSe line is suited for switching 
and low power “on” applications 
in a variety of circuits, while the 
CdS unit is designed for high-qual¬ 
ity audio circuits, motor controls 
and other electrical configurations 
where a scratchless potentiometer 
is desired. 

Switching times range from 5 to 
80 ms, depending on the type of 
lamp specified. Voltage ratings are 
6, 12, 24 and 120 v. Current ratings 
for Photomods using incandescent 
lamps are 40 ma; neon-based Pho¬ 
tomods are rated at 3 ma. Min¬ 
imum “off” resistance for the line 
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is in the 100-megohm range. 

Delivery is within one or two 
weeks and unit prices range from 
$1.25 to $4 depending on quanti¬ 
ties. The units are capable of 5,000 
hours of operation at rated volt¬ 
ages. 

Clairex Corp., 8 West 30th St. f New 
York, N.Y., 10001. [352] 


Coil form tubing 
is miniaturized 



To meet the requirements of minia¬ 
turized magnetic windings, coil 
form tubing is now being pro¬ 
duced with wall thicknesses of 
0.005 in. and cross-sections of V\ 
in. square or less. Fiberglass cloth 
0.001 in. thick and Class F epoxy 
resin are the ingredients. The ma¬ 
terial is wrapped on precision 
mandrels and fully cured under 
heat and pressure to make lengths 
of tubing up to 4 in. Microminia¬ 
ture coil forms of glass-laminated 
epoxy exhibit excellent physical 
strength and compatibility. Inside 
corners are a sharp 90°. Open stock 
tooling in a variety of sizes can 
be delivered in 7 to 10 days. 
Stevens Tubing Corp. F 128 N. Park St. f 
East Orange, N.J. 07019. [353] 


Package combines 
diode and terminal 

A unique type of component incor¬ 
porates a diode as part of a solder¬ 
less wire terminal, the manufac¬ 
turer reports. Termed a diode gat¬ 
ing terminal, the unit houses any 
type of switching diode or low 
current rectifier diode (limited to 
1 amp for the present). These gat¬ 
ing terminals (or splices) are avail¬ 
able with certain popular diodes or 



Making something out of 
polyester film? "SC0TCHPAR" 
is the answer to your needs 



It’s true! “SCOTCHPAR” polyester film can be modified 
in many ways to suit your specific electrical insulation 
needs. Clear or opaque! Thick or thin! Releaseable or 
bondable surface! Or, perhaps you have some other 
requirement that calls for surface changes in basic 
polyester. Ask us! We’ll be happy to serve you. Contact: 
3M Co., Film & Allied Products Division, 2501 Hudson 
Rd., St. Paul, Minnesota, Dept. ICL-65. 


^2 P n n 3 W® electrical grade 

“Lull LI* 11 |J Qi polyester film 

■‘•SCOTCHPW IS A REG. T.M. OF 3M CO. 


3IY1 
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New Components 



Mystik 7420 

gets the checkered flag... 


from model racing buffs everywhere! These miniature speedway 
magnates use Mystik copper foil pressure sensitive tape as the 
conductive track for their high speed model racing cars. 

The reasons? Mystik 7420 can be readily conformed to meet 
curved track patterns. With cars reaching speeds scaled to 140 
mph. on the straightaway, the conductive track must take a 
rugged beating. That’s where our copper foil tape really shines. 
And, 7420’s pressure sensitive, synthetic adhesive grips like a vise! 

But, you don’t have to be a model racing bug to use our 7420. 
It’s great for printed circuit layouts, electrostatic shields, micro- 
wave strip transmission line components, and many other electri¬ 
cal and electronic applications. 

Mystik 7420 is just one of a 
complete line of quality special 
purpose tapes Mystik offers at 
competitive prices. 


MYSTIK _ 

tapit 1 



A DIVISION OF BORDEN CHEMICAL COMPANY 



Takes the guesswork out of tape selection. Gives physical 
characteristics of all Mystik tapes, typical applications, sizes, 
principal advantages. Send for your copy today. MYSTIK 
TAPE, INC., 1700 Winnetka Ave., Northfield, III. 

NAME__ 

COMPANY_ 

ADDRESS_ 

CITY_STATE_ZIP_ 


may be packaged utilizing the cus¬ 
tomer’s diode in various terminal- 
head configurations. Typical appli¬ 
cations include patch cord gates, 
interchassis or intercard cabling in 
place of matrix assemblies, reverse 
current blocking devices, and point- 
to-point wiring. 

One end of the diode/terminal is 
equipped with a crimping insert, 
the other end with a terminal or 
another crimping insert (splice con¬ 
figuration). Terminal types avail¬ 
able include ring or rectangular 
tongue, spade, block spade, spade 
flared, and hook or taper pin, as 
well as splices. The diode is housed 
in a plastic (PVC) outer tube. Me¬ 
chanical, electrical and environ¬ 
mental requirements will meet cus¬ 
tomer specifications. Sample quan¬ 
tities are available from stock. A 
free kit of diode/terminals with 
cathode facing terminal or cathode 
facing insert as well as gating 
splice samples are available upon 
request. 

Hollingsworth Solderless Terminal Co., 
4320 NW 10th Ave., Ft. Lauderdale, 
Fla. [354] 


Slide switch works 
at right angles 



This switch will be useful where 
switch action is required at right 
angles to that normally available. 
Called the Sydewynder, it is de¬ 
signed specifically for printed-cir¬ 
cuit applications where front panel 
switch actuation is required. The 
extended right-angle knob is long 
enough to project directly through 
the front panel, eliminating the 
need for supplemental mechanical 
devices. 

A wide selection of terminal 
types, knob lengths, and mounting 
configurations permits broad use 
of this new component. Made of 
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one-piece nickel-plated steel, the 
switch is available with solder ter¬ 
minals as well as standard printed- 
circuit terminals. Terminals are 
normally silver-plated although 
silver alloy or gold plating can 
be, supplied. Electrical specifica¬ 
tions for this U-L approved unit 
include a current rating of 3.0 amps 
a-c or 0.5 amp d-c at 125 v. 
Continental-Wirt Electronics Corp., 26 
W. Queen Lane, Philadelphia, Pa., 
19144. [355] 


Teflon-insulated 
transistor sockets 



A Press-Fit holder has been de¬ 
signed for the 2N3229 power tran¬ 
sistor. The TS-310 holder has three 
floating lugs on a 0.200-in. pitch 
circle. They will accept 0.037-in. 
diameter leads. Press-Fit hardware 
for electronics assemblies is de¬ 
signed for rapid, permanent instal¬ 
lation into prepunched holes. This 
Teflon-insulated socket is pressed 
into place at production rates with 
a special tool, the B-35, available 
from the manufacturer. Only 100% 
pure Teflon is used. All terminals 
are available in any of the ten EIA 
colors. 

Sealectro Corp., 225 Hoyt St., Ma- 
maroneck, N.Y. [356] 


Time delay relays 
use solid state design 



Inexpensive, transistorized time de¬ 
lay relays, known as the TIR ser¬ 
ies, are designed for use in indus¬ 
trial and commercial applications 


Ballantine AC-DC Digital Voltmeter 

Model 355 


Price: $590 


Measures 
Full Scale AC 
to 10 mV 

Measures 
AC & DC from 
0 to 1000 V 



MQCfl 355 0I6ITAL DC-AC VOUVETrS 


A C 


0 I 41-=* 


mV 


J 4p. 


w 


/.§ ll 

fH I ;L 


V4% Accuracy f.s. for AC & DC Voltages up to 500 
and for mid-band AC Frequencies 



The only Digital Voltmeter 
of its type in the U.S.A. 


Ballantine’s new Model 355 is a versatile, economical digital voltmeter . ♦ ♦ 
ideal for production line and quality control applications. 

You’ll find it useful in place of analog instruments in reducing personnel 
errors, in speeding up production. Its accuracy and reliability, so typical of 
Ballantine equipment, should start saving you time and money in its first 
day of operation. 

The Model 355 features a servo-driven, three-digit counter with over¬ 
ranging . . . combines many virtues of both digital and analog voltmeters in 
one small, compact, economical package. Its large, well-lighted readout with 
illuminated decimal point, mode and range information, allows fast, clear 
readings, while the indicator can follow and allow observation of slowly 
varying signals. The position of the last digit can be interpolated to the near¬ 
est tenth, thus avoiding the typical “it 1 digit” restriction of a fully digitized 
display. An optional foot-operated switch retains voltage readings and en¬ 
ables you to cut the time between successive readings materially. Another 
aid in reducing personnel errors is provided by an over-range indicator that 
signals excessive input or voltage of the wrong polarity. 


PARTIAL SPECIFICATIONS 


Voltage Range 

Full scale, most 
sensitive range 


AC DC 

0 to 1000 0 to 1000 

10 mV 100 mV 


Frequency Range 30 Hz to DC 
250 kHz 

Optional Model 600 Resistors 

are available for measuring 
current directly in volts 


Accuracy in % 
of Full Scale * . • • AC 
1 mV 1 / 4 %, 50 Hz to 10 kHz 

to l / 2 %, 30 Hz to 50 kHz 

500 V 1%, 50 kHz to 250 kHz 


DC 

l A% 


Power Requirements .115/230 V, 

50-60 Hz, 52 W 

Relay Rack Version • • Model 800 rack 
mounting kit is optional 


Write for technical data sheet 



Member Scientific Apparatus Makers Association 

- Since 1932 - 

BALLANTINE LABORATORIES INC. 

Boonton, New Jersey 


CHECK WITH BALLANTINE FIRST FOR 0C AND AC ELECTRONIC V0LTMETERS/AMMETERS/0HMMETERS. REGARDLESS OF YOUR RE* 
QUIREMENTS. WE HAVE A LARGE LINE. WITH ADDITIONS EACH YEAR. ALSO AC/DC LINEAR CONVERTERS. AC/DC CALIBRATORS. WIDE 
BAND AMPLIFIERS, 0IRECT REA0ING CAPACITANCE METERS. AND A LINE OF LABORATORY VOLTAGE STANDARDS FOR 0 TO 1.000 MHz, 
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New Components 



Fiberglass reinforced thermoplastic molding compounds are solving problems of precision, strength and 
reliability in dozens of electrical-electronic applications. 


Get FREE Manual of physical and dielectric properties 
of high performance FRTP materials for electronics! 


Fiberglass reinforced thermoplastic injection 
molding compounds have extra dimensional 
stability, strength, precision molding charac¬ 
teristics, and improved dielectric properties. 
Such advantages make these high-perform¬ 
ance materials ideally suited to a wide range 
of connectors, coil forms, mountings, recepta¬ 
cles, frames, housings and structural parts for 
a variety of electronic components. Investigate 
these materials for your product today. 

® 


FIBERFIL 


FREE ENGINEERING 
MANUAL 

New manual is most 
complete compilation 
available of data on 
FRTP’s. Pages of 
charts, tables, applica¬ 
tions and comparisons 
of properties. Send for 
your free copy today. 

FIBERFIL, INC. 

Evansville 17, Indiana 
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Receives AM. ssb, cw. mcw & fsk with digital frequency display 

CEI's new Type 351 receiver covers ELF through MF frequencies, tuning 1 to 600 kc 
in a single band. Modes of reception include AM, SSB, CW, MCW and FSK, with 
tuned frequencies shown on a big, bright digital display. For increased versatility 
four IF bandwidths (150 cps, 1,3 and 6 kc) can be selected with a front panel con¬ 
trol. An input attenuator control (0, —20, —40 and —60 db) is also mounted on the 
front panel. The Type 351 features low noise, excellent sensitivity and good image 
and IF rejection. BFO can be adjusted 3 kc, while incidental FM is less than 
10 cps peak deviation. 

Using solid state circuitry throughout (except for the neon dis¬ 
play tube), the Type 351 weighs 20 pounds and requires just 3'/ 2 
inches of rack space. It operates from a standard 115 vac source. 

For complete information about this or other CEI products, 
please write: 


COMMUNICATION ELECTRONICS INCORPORATED 




and are directly interchangeable 
with mechanical, pneumatic and 
thermal timers where delay upon 
energization is required. The TIR 
series is a solid-state electronic 
timer with a dpdt relay output 
rated for 10 amps resistive at 115 
v a-c. It is available to operate from 
standard a-c and d-c voltage 
sources with fixed delay periods 
of 1 to 100 seconds in one-second 
increments. The manufacturer of¬ 
fers a life expectancy of 5,000,000 
mechanical operations, a choice of 
five different mounting configura¬ 
tions, and a list price of $9.96 each 
in 1-9 quantity. 

Syracuse Electronics Corp., P.O. Box 
566, Syracuse, N.Y., 13201. [357] 


Lamps imbedded 
in colored rubber 



A new series of miniature lamps is 
available for wedge lighted instru¬ 
ments, illuminated word indicators, 
switches and other information dis¬ 
play devices featuring standard, 
unbased lamps completely im¬ 
bedded in colored silicone rubber. 
Imbedded lamps cannot leak light 
from the rear to cause color dilu¬ 
tion under illumination, as is often 
the case when boot-type filters are 
used. An added feature is the 
shock-mount protection against 
breakage afforded the glass en¬ 
velope and fine wire leads of the 
lamp itself. Lamps are available in 
the T-%, T-l, and T-1% types. 
They are stocked in a variety of 
standard mil-spec colors for im¬ 
mediate delivery, or can be pro¬ 
duced on order to any special color 
requirement. All lamps are im¬ 
bedded in silicone rubber conform¬ 
ing to Mil-R-5847, Class III, as¬ 
suring maximum resistance to salt 
spray, sunlight, ozone and many 
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acids, and will withstand tempera¬ 
ture extremes ranging from —62° 
C to +225° C. 

Master Dynamics, 165 San Lazaro, 
Sunnyvale, Calif. [358] 

Trim capacitor’s end 
is sealed mechanically 



Small, high-capacitance, piston 
trimmer capacitor GS11184 fea¬ 
tures a sealed end that has been 
mechanically closed without use of 
solder. According to the manufac¬ 
turer this permits repeated solder¬ 
ing to the turret cap without fear 
of the unit’s falling apart, which 
sometimes happens in units where 
the turret cap is soldered to the 
capacitor. Maximum diameter is 
W in., the length behind the panel 
is in., capacitance is 1.0 ftp f to 
10.0 fifi f, and Q at 1 Me is 1,000 
minimum. Temperature coefficient 
is ±50 ppm/°C. Insulation resist¬ 
ance is 10 6 megohms. Dielectric 
strength is 1,000 v d-c at 50% rela¬ 
tive humidity at maximum rated 
capacitance. D-c working voltage 
is 500; operating temperature is 
—55° to +125°C; torque is 1 to 
5 in.-oz. 

Roanwell Corp., 180 Varick St., New 
York, N.Y. 10014. [359] 

Multipattern board 
forflatpacks 



Breadboarding of a complete inte¬ 
grated circuit computer is possible 
with a new multipattern board for 



Why Hyvac puts a high voltage relay in a vacuum— 


one ivord... 


RELIABILITY! 


VACUUM RELAY RELIABILITY means short contact travel, low 
contact mass, contacts free of oxides and pitting and minimum contact 
bounce. These long-life reliability features are made possible only 
because of operation in a high vacuum dielectric. Vacuum technology 
has made high reliability, long life high voltage switching practical, 
with considerable savings in space and weight. Developed for high 
voltage, high peak current applications, Hyvac relays are well suited 
and widely used in radar, communications, pulse forming networks, 
ECM, sonar, medical electronics, antenna switching and antenna coup¬ 
lers, microwave systems and switching in explosive atmospheres. 
Hyvac’s broad line and “Quick Reaction Time” is geared to your most 
critical delivery schedule. We have the high vacuum experience, design 
and production capability to provide special modifications of our stand¬ 
ard off-the-shelf designs in unbelievably short order. Hyvac, a company 
small enough to be responsive, large enough to be responsible. Check 
the brief specifications of our “H” series: 


HYVAC TYPE 

H-8 

H-9 

H-ll 

H-12 

H-14 

H 16 

H-17 

Contact Arrangement 

SPOT 

SPST 

SPST 

SPDT 

DPDT 

DPDT 

SPDT 

Rated operating voltage (kv dc) 

20 

20 

12-air 

18-oil 

8-air 

12-oil 

8-air 

12-oil 

12-air 

18-oil 

25 

Continuous current, ‘'max. (amps-rms) 

15 

15 

15 

15 

15 

15 

25 

Operating time, max (ms) 

15 

15 

18 

18 

18 

20 

25 

Coil voltage, nominal (vdc) 

26.5 

26.5 

26.5 

26.5 

26.5 

26.5 

26.5 

Approx, price (1-9 pcs) 

$98 

$98 

$105 

$110 

Factory quote 


* Carry only 


For complete technical information, contact your nearest 
sales engineering representative, or write directly to us* 



HIGH VACUUM ELECTRONICS INC. • 538 MISSION STREET 
SOUTH PASADENA, CALIFORNIA • PHONE: (213) 682-2149 • TWX 213-449-2552 
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FOR 

DRILLING 
AND ROUTING 
CIRCUIT BOARDS 
AND 

REINFORCED 
RESINS 


SOLID 

CARBIDE 


« DRILLS 


4 FLUTED 
m ROUTERS 


4 FIBERGLASS 
ROUTERS 


UNEQUALLED METAL REMOVAL 
COMPANY SERVICE, QUALITY 
AND SELECTION INCLUDING: 


1. World’s largest inventory of center¬ 
less ground drill blanks and fin¬ 
ished tools ready-for-shipment. 

2. Fifteen centerless grinders in pro¬ 
duction of drills and rotary carbide 
tools. 

3. Every size carbide drill, ground 
from-the-solid . . . the smallest — 
.008" diameter to the largest — 
1.500" diameter. 

A. Precision ground to 5 micro-inch 
finish or better. 

5. Delivery from stock, through our 
distributors, of any standard solid 
carbide tool in 48 hours. 

Your assurance of product quality, 
lowest cost and dependable service is 
the fact that the nation’s leading car¬ 
bide tool users are placing their tool 
contracts with The Metal Removal 
Company. 

THE METAL REMOVAL COMPANY 

1859 W. Columbia Avenue 



MASTER 

TOOL 

AND 

WHEEL I 

MAKERS 

FOR 

THE 

WORLD 1 


New Components 


flatpack integrated circuits. The 
company started making individual 
test sockets for flatpacks and found 
that increasing use of these inte¬ 
grated circuits was creating a de¬ 
mand for convenient breadboard¬ 
ing hardware. The glass epoxy 
board permits life and reliability 
testing of up to 50 integrated flat- 
pack circuits. There is no need to 
solder or weld the circuits; a snap- 
action cover holds them. Each flat- 
pack pattern on the breadboard is 
equipped with a molded plastic 
lead separator to prevent lead dam¬ 
age and keep them separated to 
prevent lead shorting. Jumpers of 
various lengths permit connections 
on either side of the board. Pin 
connections are designed with 
close-entry, beryllium copper con¬ 
tacts. Price is $197 each for small 
quantities (1 to 4); delivery is in 
about three weeks. 

Augat, Inc., Attleboro, Mass. [360] 


Dual-latcher relays 
have high reliability 



A general purpose dual-latcher re¬ 
lay, the 25BL, is said to offer 
greater reliability and better per¬ 
formance than competitively priced 
relays. In the new unit, two relays 
are mounted on a common base 
connected by a latching mech¬ 
anism. A momentary impulse on 
the unlatched coil causes the con¬ 
tacts to close and remain latched 
until the other coil is pulsed. 

The relay is said to have ex¬ 
tremely long mechanical life—in 
excess of 20 million operations. 
Electrical life is dependent on load 
characteristics. Another advantage 
is lower pull-in voltages (d-c, 75% 
of nominal voltage; a-c, 78% of 



POLYESTER FILM CAPACITOR. 



Capacitance Range 

Voltages 

TYP£ MFL 

Owed Flat Shape 

001 MFD to 47 MFD 

3av.50v.100v. 

200v.DC 

TYPE MFk 

Oipped Flat Shape 
Non-Inductive Construction 

01 MFD to 22 MFD 

100v.200v.400v 

500v.DC 

TYPE MXT 

In Plastic Tube 

001 MF0 to 22 MF0 

100v.200v.400v 

flOOv DC 


METALLIZED POLYESTER FILM CAPACITORS 


TYPE FNX-H 



Mylar Wrapped Semioval 

With Epoiy End Seal 

1 MFD to 10MF0 

50v DC 


SOLID TANTALUM CAPACITORS 



TYPE TAX 

MlL-C-266S9A 
Hermetically Sealed 

1 MFD to 22OMF0 

3v.6v. 10v. 

i5v.20v.25v. 

35v.DC 


TYPE TAS 

Sealed «vith Epoxy Resin 

* 

♦ 

■_ 




MATSUO 
ELECTRIC 
CO.,LTD. 

HEAD OFFICE: 

3-5. 3-CHOME. SENNARI-CHO. TOYONAK A-SHI. 
OSAKA. JAPAN 

TOKYO OFFICE: 

25.2-CHOME. KANDA AWA JI-CHO.CHI YODA-KU- 
TOKYO. JAPAN 

Cable Address “NCC MATSUO’ OSAKA 
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nominal voltage. Designed for 
heavy duty, 2pdt, 4pdt or 6pdt 
switching, on a-c or d-c inputs, the 
25BL relays are rated at loads of 

5 or 10 amps at 115v a-c. They 
weigh 4.5 oz. Standard contact ma¬ 
terial is gold-plated silver cadmium 
oxide, with other materials avail¬ 
able on request. 

The a-c version of the 25BL relay 
has operating voltages of 0.5 to 250. 
Current range is 0.005 to 10 amps 
and temperature range —55° to 
+72°C. The d-c version has oper¬ 
ating voltages of 1.5 to 130. Current 
range is 0.015 to 10 amps and tem¬ 
perature range, —55° to -j-85°C. 
Coil voltages on the a-c range from 

6 to 230; on the d-c, from 6 to 110. 
E.W. Bliss Cq., Eagle Signal division, 
Davenport, Iowa. [361] 

Tiny reed relay 
for printed circuits 



A low profile, subminiature reed 
relay has been designed to meet 
the compact packing requirements 
of printed circuits. Only 1.3 in. long 
by 0.625 in. wide, the units mount 
tightly against the mounting board 
and stand only 0.350 in. high. 

Designated as type MRRS2A, 
the units contain two Form A (nor- 
mally-open) reed switches rated at 
10 watts each. Single or dual-coil 
models are available for operation 
on 6, 12, or 24 v d-c. The units are 
electromagnetically shielded inter¬ 
nally and encapsulated into rigid, 
homogeneous structures that pro¬ 
vide maximum protection. Stand¬ 
ard, 0.172-in. grid-spaced right an¬ 
gle leads are positioned by slots in 
the molded case. Arrangement of 
leads makes it impossible to in¬ 
sert relays incorrectly into circuit 
boards. Single-coil types are also 
available with electrostatic shield¬ 
ing in addition to the standard 
electromagnetic shielding. 
Struthers-Dunn, Inc., Pitman, N.J., 
08071. [362] 


Some Conservative Comments 
on Our Superlative Switches 



The world’s broadest line of low level switching devices is now hroader than ever. As of 
yesterday, we have over 50 different types. 

Among the newest are our CM600-603 Switching FETs, which are designed specifically 
for low level choppers and multiplexers. They feature inherent zero offset voltage and 
low on-resistance, together with low gate current and low capacitance. Because these 
devices are voltage-operated, no drive transformer is needed for most applications. 

For ultra low leakage, check our 2N2944-2N3219 line of PNP Silicon Switching 
Transistors. They’re available in standard pairs with offset voltage matched to 50 
microvolts from —25°C to +100°C. 

For circuit simplicity, we offer 26 types of Integrated Choppers (3N90-95 and 3N100- 
119) featuring high voltage ratings and 50 microvolts maximum offset voltage. Contrary 
to the popular belief that integrated choppers are expensive, our prices start at $5.00 
in 100 quantities. 

We placed the knife switch in the picture because it exemplifies a high ON-OFF ratio, 
which is a major feature of any Crystalonics chopper. Our high switching efficiencies 
are largely due to our exclusive Silicon Epitaxial Junction Process, which combines the 
advantages of alloyed, epitaxial, and planar techniques, and provides extreme rugged* 
ness and parameter stability. 



Crysfalonics, Inc. 

147 SHERMAN STREET • CAMBRIDGE 40, MASS. • TEL: 61749M670 
6715 HOLLYWOOD BLVD. • HOLLYWOOD 28, CALIF. • TEL: 213-463-6992 
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New Instruments 


RELIABILITY 
is built-in 



KEITHLEY DC 

Differential 

Voltmeters 


The 0.02% 660A and 0.01% 662 
dc differential voltmeters are so 
stable they maintain their accuracy 
fora full year. You can forget about 
periodic standardization or man¬ 
ual recalibration! 

Only these differential voltmeters 
feature a guarded null detector 
w.th f.s. sensitivities from 100 mV 
to 500 v. At null, input resistance 
is infinite to 500 v. Each model 
uses a photochopper-stabilized 
500 v supply with T.C. Zener refer¬ 
ence, and a Kelvin-Varley divider. 
Annoying reversal error is virtually 
eliminated. Easy operation is ac¬ 
cented by a front-panel polarity 
switch and in-line readout. 


Choose the features 
that meet your needs 


Feature 

Accuracy 

Repeatability 

Readout 

Price 


Model 660A 

0 . 02 %, 
or 20 mv 
0.005% 

5 dials 
$650 


Model 662 

0 . 01 %, 
or 10 mv 
0.0025% 
6 dials 
$995 


Send for Engineering Notes 
on our Differential Voltmeters 



IC E I T E LE Y 

I N S T F2 t_J JVT E NTS 
12415 Euclid Avenue • Cleveland 6, Ohio 


Three-in-one gaussmeter 



A gaussmeter, using Hall elements, 
combines in one instrument the 
capability to measure absolute 
magnetic field densities, make dif¬ 
ferential or gradient flux measure¬ 
ments and detect incremental vari¬ 
ations of a magnetic field. The new 
model 1965 gaussmeter, developed 
by Radio Frequency Laboratories, 
Inc., can make measurements from 
0.03 gauss to over 20,000 gauss, 
either d-c or a-c, from 20 cycles to 
400 cycles per second. 

The application of Hall genera¬ 
tors to magnetic circuit-testing has 
opened new vistas to investigators 
of magnetic structures. RFL’s de¬ 
velopment is a successful attempt 
to increase the versatility and pre¬ 
cision of these instruments. 

Indium arsenide, crystalline in 
form, is the Hall element mounted 
on a substrate of inert material— 
alumina. The resulting element is 
only a few thousandths of an inch 
thick and is protected by a coating 
of epoxy. Fiber glass isolates the 
element from the epoxy to prevent 
strain resulting from thermal ex¬ 
pansion of the epoxy. The probe is 
flexible—with the exception of the 
tip—and no metal is exposed, mak¬ 


ing it safe for use around electrical 
circuits. 

RFL’s gaussmeter has three dis¬ 
tinct modes of operation. One 
probe measures the absolute value 
of static or a-c magnetic fields. An 
expanded scale technique allows 
the same probe and instrument to 
measure extremely small changes 
in static fields. The expanded scale 
feature enables determination of 
field variations to a maximum reso¬ 
lution of four parts per million. 
Maximum scale expansion is by a 
factor of 100 and variations as 
small as 0.001 gauss can be seen in 
a field of 100 gauss. Measurements 
are read on a meter which can be 
set to a center zero in the expanded 
scale mode. In this manner, polar¬ 
ity of field variations can also be 
sensed. 

The third mode of operation in¬ 
volves the use of two matched 
probes. The differences between 
two fields, or small variations in a 
given field, can be determined by a 
single reading. In this mode, the 
gradient of a magnetic field can 
also be measured; the probes are 
inserted in a small slotted fixture 
to keep them parallel and at a 
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known separation. This gradient 
measurement is much simpler and 
more accurate than the method of 
using a single probe to plot field 
levels at various points. 

The differential technique also 
provides scale expansion. For ex¬ 
ample, if the field being measured 
has a flux density of 1000 gauss 
and the gradient is on the order of 
10 gauss, the gaussmeter may be 
operated in its differential mode at 
a full-scale range sensitivity of 10 
gauss. A zero gauss chamber is 
built into the front panel of the in¬ 
strument, facilitating electrical bal¬ 
ance of the Hall probes in a near¬ 
zero magnetic field. 

The accuracy of model 1965 is 
±1% of full scale. It can be oper¬ 
ated from a 50/60 cycle line or 
from a battery supply. Its versatil¬ 
ity permits measurements, during 
production, of leakage fields in re¬ 
lays, external fields around wave 
guides, and the effects of machin¬ 
ery operation on magnetic fields. 

The device can be combined 
with other RFL equipment to form 
systems for permanent magnet¬ 
charging, measurement, and sta¬ 
bilization. The attached meter, an 
oscilloscope, or a printer handles 
the readout. 


Specifications 


Accuracy 

Absolute and differential modes 

±1% plus reference magnet accuracy 
when using probe reference data sup¬ 
plied 

Expanded scale mode 

An additional 0.1% may be evident de¬ 
pending upon scale expansion used 
Magnetic field frequency 

Permanent magnetic and electro-mag¬ 
netic field and a-c fields from 20 to 400 
cycles per second. Gaussmeter reads 
average value of a-c fields 
Temperature stability 

Less than 1% change of sensitivity and 
less than one gauss zero balance shift 
for 10°C change of element temperature 

Size 

10" x 9" x 9" 

Weight 

17 lbs. 

Availability 

From stock 
Price 

$1,050 (standard unit) 

Radio Frequency Laboratories, Inc., 
Boonton, N.J. [381] 


Recorder-sweeper drive 
permits direct recording 

Series 1570 recorder-sweeper drive 
unit permits direct, automatic re¬ 
cording of frequency versus ampli- 



NEW 

remote 

sampling 

head 

measures 


your 

circuit 


00 ps risetime 
(3500 me) 



REMOTE dual feedthrough sampling head (for the Lumatron Model 
120A Sampling Oscilloscope) brings the sampling to your circuit, eliminating 
hookup cable losses and distortions. You measure what is actually taking place 
at your circuit. In addition, the straight feedthrough coax is free of distortions 
caused by elbow bends. 

FAST risetimes less than 0.1 ns can be displayed and measured with 
fidelity with less than 4 mv noise (reduced by smoothing) through calibrated 
ranges of 2-200 mv/cm ... a NOT CAL light warns when the 3:1 vernier is in use. 

MATED with the standard Lumatron Model 2170 Horizontal Unit the 
Oscilloscope has over 4 Kmc triggering . . . plus an unusual 60 ns of viewing 
range at a sweep speed of 1 ns/cm and faster using the delay controls . . . and 
all the convenience of the basic Model 1 20A Oscilloscope ... at no added cost . 

AUTOMATED readout of a 100 ps risetime oscilloscope is possible 
with the use of a Model 2440 Automatic Waveform Reader inserted in the "3rd 
plug-in" compartment of the 1 20A Oscilloscope (lower right section). The Remote 
Sampling Head is brought to the test fixture for maximum response. 

PRE-TRIGGER can be provided in the Oscilloscope frame by in¬ 
serting a Model 2305 Pre-Trigger Pulse Generator in the "3rd Plug-in" compart¬ 
ment (lower right section). The Generator provides a delayed 1 ns R.T. output 
to drive the circuit under test with —25 V max. (2305A to —40 V). 

HIGH-IMPEDANCE operation is possible using a standard 
oscilloscope probe by terminating the feed through Sampler with an impedance 
higher than 50 ohms, (normal 30 me oscilloscope probes give a few ns risetime 
when used with the 2161) 


Lumatron Nanosecond Instruments are manufactured by 

General Applied Science Laboratories, Inc. 

Merrick and Stewart Avenues, Westbury, L. I., N. Y. • 516—ED 3-6960 

(ask for Russ Jones, Instrument Sales ManagerI 
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the Protection 

of Semi-Conductor Rectifiers 


LIMITRON fuses provide extremely fast 
opening on overload and fault currents, with a 
high degree of restriction of the let-thru current. 

If each SCR and individual diode is pro¬ 
tected by a proper size Limitron fuse, the fuse 
will open to protect the unit when the current 
drawn exceeds the rating of the unit. Thus the 
SCR or individual diode is taken out of the 
circuit before damage can be done to other 
diodes in the rectifier. 

For full information and opening time charts 
ask for BUSS Bulletin HLS. 


MORE BUSS QUALITY FUSES BUSSMANN MFG. DIVISION 

McGraw-Edison Co., 5f. Louis, Mo. 63107 
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DG41 

New Low Cost DG42 

Solid State Oscillators DG43 

(Available in volume from Sanders) 



Designed for a miniature cylindrical outline, three new 
Sanders low power, all solid state UHF oscillators are avail¬ 
able to you in ratings that cover the range from 0.6 to 1.2GC 
in 200 me bandwidths. 

The minimum output power for the series is DG41, 25 milli¬ 
watts, DG42, 20 milliwatts and DG43, 10 milliwatts. D.C. input 
voltage for the three devices remains at 30V maximum and 
typical D.C. input current is 16ma @ 28V. Operating tempera¬ 
ture range between —55°C and -j-71°C. Frequency stability 
with temperature is typically 120ppm/°C. Each oscillator- 
cylinder is 1-1/16" diameter. 

See how Sanders is a full year ahead in advanced design 
solid state oscillators that will generate the required fre¬ 
quency at any power level. Get all the facts, they're free! 
Write Sanders Associates, Inc., Microwave Products Dept., 
Nashua, New Hampshire. *T.M., Sanders Associates, Inc. 

CREATING NEW DIRECTIONS IN ELECTRONICS 

SANDERS ASSOCIATES , INC.J& 



Smallest 3 -Phase 
Electronic Frequency Converters 
Ever Made! 


Now, from CML, comes a series of the smallest 3-phase 
Electronic Frequency Converters ever made ... featuring fixed or 
adjustable plug-in oscillators at frequencies ranging from 45 
to 6,000 cycles. Write today for details on Models T500A 
through T2500A! 


Model 

3 0 

OutputVA 

Dimensions 

(For standard 19" relay rack mounting) 

T500A 

500 

8%" h x 21" d 

T750A 

750 

14" h x 21" d 

T1200A 

1200 

14" h x 21" d 

T1750A 

1750 

14" h x 21" d 

T2500A 

2500 

14" h x 21" d 



CIVI L, Inc. 

A Subsidiary of Tenney Engineering , Inc. 

350 Leland Avenue • Plainfield, New Jersey 
Telephone (201) 754-5502 • TWX: 201-756-2064 
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New Instruments 


tude response (gain, standing wave 
ratio, insertion loss, power, etc.) in 
log (40 db), linear or square-root 
presentation. Incorporating varia¬ 
ble-speed, bidirectional drive with 
automatic limit stops, the unit syn¬ 
chronizes the sweeper frequency 
with the recorder chart system’s 
servo amplifier. Designed for use 
with most modern sweepers, it can 
be used with servo-driven strip- 
chart recorders and X-Y recorders, 
in addition to the manufacturer’s 
series 1500 antenna pattern record¬ 
ers. Other features include a times- 
ten chart expansion for narrow- 
band operation and a frequency 
indicator so that sweeper fre¬ 
quency can be read directly. 
Scientific-Atlanta, Inc., P.O. Box 13654, 
Atlanta, Ga., 30324. [382] 


Frequency synthesizer 
is small and fast 



Model 304A is a solid state syn¬ 
thesizer that offers small size, low 
price and 1-millisecond switching 
time. According to the manufac¬ 
turer, it is less than half the size 
and weight of comparable equip¬ 
ment. At a base price of $6,950, it 
is said to offer performance equiva¬ 
lent to instrumentation costing 
twice as much. Units employ the 
direct synthesis method. No phase- 


locked oscillators are used in this 
form of synthesis, which results in 
extremely pure output signals that 
can be multipled to the microwave 
frequencies. Harmonic content is 
more than 30 db below the funda¬ 
mental, and spurious content is 
60 db down. Long-term stability 
and accuracy are the same as that 
of the input standard. An optional 
internal standard is also available. 

Model 304A generates frequen¬ 
cies up to 11 Me in steps of 1 cps. 
Output is 1 v rms ±: 1 db. Fre¬ 
quency may be selected by front 
panel decade knobs or remote con¬ 
tact closures. Special purpose pro¬ 
gramed can be used to operate 
the synthesizer from a remote posi¬ 
tion on a preset program providing 
any number of outputs on com¬ 
mand. 

A search oscillator may be used 
to vary continuously the output 
frequency. The oscillator may be 



LIMITRON fuses are available in ampere sizes 
up to 800 and voltages up to 600. 

They come in various types and sizes to fit 
various types of application. 

Should you have a special problem, our staff of 
fuse engineers are ready to assist you at any time. 

For full information on LIMITRON fuses for the 
Protection of Semi-Conductor Rectifiers ask for 
BUSS Bulletin HLS. 


BUSS QUALITY FUSES 


MORE 


BUSSMANN MFG. DIVISION 

McGrow* Edison Co., St. Louis, Mo. 63107 
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colors 

IN 

V.O.M. RECORDERS 

Ever seen a Recorder that looks like this? Neither have we—yet! But we’ve made 
just about every other modification in the book for our customers—with 1 range, 
2 ranges, with push-button zero, with different scales, and with special chart 
papers. We’ve painted them custom colors, put a variety of customer designations 
on them. You name it, we’ll do it! Just let us know what, and the quantity. We’ll 
work up a quote that’ll be a pleasant surprise to you. 

There are a goodly number of people who buy the standard instruments with¬ 
out modification, singly and in O.E.M. quantities. Boring, really, but we do fill 
these orders along with the specials. The standard Bausch & Lomb V.O.M. Re¬ 
corder is a 5 inch Strip Chart Recorder that will record volts, ohms and milliamps 
directly. It has 5 built-in chart speeds, built-in event marker, built-in take-up reel, 
5 voltage ranges, 6 linear ohms scales, 4 D.C. current ranges. Full scale sensitivi¬ 
ty is lOmv, 2.5mv or 500 microvolts depending on the model selected. It has a 
number of other advantages, too. And, we have accessories, a variety of them, that 
make our recorders so versatile it hurts (other recorder manufacturers, that is!). 

If you want further information on our standard recorders, so that you can tell 
us how you want them changed, write for Catalog 37-2068. Bausch & Lomb, 61418 
Bausch Street, Rochester, New York 14602. 

BAUSCH & LOMB @ 


voltage controlled from either a 
front panel calibrated dial or an 
external source. Reliable circuit de¬ 
sign, modular construction, and 
direct in-line readout make these 
frequency synthesizers particularly 
adaptable to high volume produc¬ 
tion test systems as well as data 
reduction systems, communications 
and laboratory use. Delivery is 
stock to 60 days. 

Montronics, lnc. f P.O. Box 345, Boze¬ 
man, Mont. [383] 


Rapid aiming 
infrared scanner 



This highly mobile, rapid aiming 
infrared scanner features a one- 
minute photographic readout. 
Called Infrascan, the unit is used 
for nondestructive testing of p-c 
boards, jet engines, helicopter 
blades and solid rocket motor 
cases. Infrascan is able to discern 
minute heat differences over the 
surface of the item being tested 
and thereby detect flaws such as 
faulty bonds, delaminations, and 
cracks which may not be apparent 
by any other type of nondestruc¬ 
tive test. In checking p-c boards, 
voltage applied to the board heats 
the components as in any electronic 
circuit. The scanner reads the re¬ 
sulting infrared radiation. If a par¬ 
ticular part of the circuit shows up 
either hotter or colder than its 
norm, trouble is likely to occur in 
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that area. Many aerospace agen¬ 
cies have been conducting tests in 
infrared thermography or heat¬ 
mapping as a means of nondestruc¬ 
tive testing and are reported to be 
highly optimistic about results. It 
is thought that infrared thermogra¬ 
phy could be used in quality con¬ 
trol of such electronic components 
as microelectric modules. Cur¬ 
rently there is no method for non¬ 
destructive testing of such mod¬ 
ules, according to the manufac¬ 
turer. Since Infrascan does not use 
radiation of its own, but rather re¬ 
lies upon the natural surface radia¬ 
tion of the object under test, there 
is no hazard to personnel or to the 
object being studied. 

Infrared Industries, Inc., Santa Barbara, 
Calif. [384] 


Preamplifier connects 
into recording system 



A full-floating, high-voltage d-c pre¬ 
amplifier accepts microvolt-level 
signals up to 1,000 v off-ground 
on the low-level channel, or a po¬ 
tential difference up to 1,000 v d-c 
on the high-level channel. The in¬ 
strument is said to contain a mini¬ 
mum of operating controls and has 
been designed for simple, safe op¬ 
eration even by inexperienced per¬ 
sonnel. With the new preamp, the 
system monitored and the ampli¬ 
fier-recorder are all protected 
through current-limiting and over¬ 
voltage devices. The new unit in¬ 
sures safe noise-free operation 
when high voltages are being re¬ 
corded in installations such as steel 
and aluminum rolling mills, wire 
drawing mills, and in locomotives 


MONOLITHIC 

DIFFERENTIAL AMPLIFIER 
BT AMELC0 

PROVIDES EXCELLENT TRACKING 



DESIGNED for low level differential input applications, type 
D13-001 provides excellent tracking and great stability. It is 
manufactured in a single silicon chip using diffused resistors 
and transistors. Because of this, beta and V 6E are closely matched 
and thermal coupling is very tight. The result is shown by the 
specifications below. Type D13-001 is available from stock at 
$35.00 for 1-99 and $28.00 for hundred quantities. 



SPECIFICATIONS: 

m. TRACKING = 5 m V/°C 

(—55°C to +125°C) 

m. OFFSET = 8 mV (untrimmed) 

A COMMON MODE REJECTION = 90 db 
M. GAIN = 400 
m BANDWIDTH = 400 Kc 


Other Types of This Family Are Also Available 



AMELCO 

SEMICONDUCTOR 

DIVISION OF TELEDYNE, INC. 

1300 TERRA BELLA AVE., MOUNTAIN VIEW, CALIFORNIA 


Mail Address: P. 0. Box 1030, Mountain View, Calif./Phone: (415) 968-9241/TWX: (415) 969-9112/Telex: 033-914 

REGIONAL OFFICES 


Southwest 

12525 South Daphne 
Hawthorne, California 
(213) 756-9121, 756-9122 

Northwest 

1300 Terra Bella Avenue 
Mountain View, California 
(415) 968-9241 


East 

P. O. Box 1927 
Paterson, New Jersey 07509 
(516) 334-7997 
Northeast 

543 High Street 
Westwood, Massachusetts 
(617) 326-6600 


Midwest 

103 North State Road 
Arlington Heights, Illinois 
(312) 392-8810 
2428 West 22nd Street 
Minneapolis, Minnesota 
(612) 374-1969 
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This is a Ledex Stepping Switch. 


It has many sizes and shapes. 

It is called different things by different people. 

You might put it in a black box and call it a programer, a 
transfer switch or a batch accumulator. 

Somebody else might call it a light dimmer, sequencer or a 
binary-to-decimal converter. 

For others this switch is a thermo-couple scanner, a figure- 
gram (readout) controller, a memory pulse decoder, a destruct 
switch, a multi-pole double throw relay or a channel selector. 
For others it is an intervalometer, a mode selector or a coin 
counter. 

This switch will be found in space, in the air, on the ground, 
and under water. Its economy puts it in commercial equipment; 
its reliability and miniature size put it in rockets. Its “hard” 
contacts are wiping and self cleaning. It does more work in less 
space. 

It’s ready to take on new, tougher assignments. Do you 
have one? In the U. S., Telephone 513-224-9891. 


Sincerely, 

Gerald Leland 
President, Ledex Inc. 

P.S. In Europe, address these Ledex licensees: □ France—• 
Appareillage Electro-Mecanique G.P., 115 Avenue J.B. 
Clement, Boulogne s/Seine □ Germany—EBE Elektro-Bau- 
Elemente GmbH, 7021 Stetten/Filder, Uber Stuttgart- 
Vaihingen □ Britain—NSF Limited, 31-32 Alfred Place, 
London W.C. 1, England. And in Canada and Japan: □ 
Marsland Engineering Ltd., 350 Weber Street, North, Waterloo, 
Ontario □ Shindengen Electric Mfg. Co., Ltd., Shin- 
Ohtemachi Bldg., 4, 2-Chome Ohtemachi, Chiyodaku, Tokyo. 


Ledex 


LEDEX INC., 123 WEBSTER STREET, DAYTON, OHIO 1>51>02 

Designers A Manufacturers Electronic A Electro-Mechanical Components 
A Remote Control Switching Systems 


New Instruments 


and rapid-transit trains using high- 
voltage d-c traction motors. The 
preamp can also be applied for 
recording transients in line voltage 
and line current (from 50-mv or 
100-mv shunts) on high-voltage d-c 
power systems, and in control de¬ 
vices that may be full-floating, 
semifloating or grounded on either 
side of the line. Design of the pre¬ 
amp is made possible by the de¬ 
velopment of high-voltage signal 
transformers and noise-free chop¬ 
per-input preamps that exhibit 
floating inputs and good common¬ 
mode rejection. In-phase rejection 
is better than 135 db at d-c and 
120 db at 60 cps with 1,000 ohms 
unbalance. This is said to assure 
noise-free operation in troublesome 
industrial locations. Price is $875, 
delivery 30 days. 

Brush Instruments, division of Clevite 
Corp., 37th and Perkins, Cleveland 14. 
Ohio. [385] 

Field oscilloscope 
uses 4-inch crt 



A portable, industrial field oscillo¬ 
scope has been announced. Model 
90954 is 7% in. wide, 9V2 in. high 
and 16 Vi in. deep, including cab¬ 
inet, and weighs 25 lbs. The small 
size and weight are made possible 
by using a rectangular 4 KP 
cathode-ray tube instead of the 
conventional 5-in. round tube. The 
4-in. tube gives a display area of 
7 by 7 cm., nearly that of the 5-in. 
tube. The oscilloscope is well in¬ 
sulated and can be used with com¬ 
plete safety when the chassis is 
connected to a 1,500-v line. The 
scope is also magnetically shielded 
and may be used in the proximity 
of very high current lines without 
having the trace displaced. The 
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90954 has seven calibration volt¬ 
ages ranging from 0.1 to 100 v d-c, 
and is accurate to within 2% re¬ 
gardless of the line voltage. The 
sweep synchronizing voltage is 
limited so that horizontal deflection 
can be calibrated without the sync 
control changing the calibration. 
The 90954 oscilloscope requires 
105 to 125 v a-c, 50/60 cps, 80 
watts power. 

James Millen Co. 150 Exchange St., 
Malden, Mass., 02148. [386] 


Null detector offers 
nanovolt resolution 



This electronic null detector fea¬ 
tures resolution of better than 3 
nv (0.003 fiv) with 10-ohm source 
resistance and 10-nv resolution 
with 300-ohm source resistance. 
Model 147 also features zero shift 
less than 15 mv for source re¬ 
sistance changes from 0 to 300 
ohms, line frequency rejection of 
better than 5,000 to 1 on the most 
sensitive range, line and self-con¬ 
tained rechargeable battery opera¬ 
tion, recovery in less than 20 sec¬ 
onds from an overload of 60 million 
times on the most sensitive range, 
and internal zero suppression up 
tO 100 /jlV. 

The new instalment, which has 
16 ranges from 30 nv full scale to 
100 mv in IX and 3X steps, is 
also useful as a direct-reading 
nanovoltmeter. It can be used for 
making very sensitive potential 
measurements from source resist¬ 
ances up to 100,000 ohms. Model 
147 has an input resistance of more 
than 30,000 ohms on the 0.1-^uv 
range, increasing to 10 megohms 
on the 0.03-mv range and above, 
2% accuracy on the panel meter, 
and a 1% accurate output for driv¬ 
ing a recorder or oscilloscope. Spe¬ 
cifically designed as a null detector, 
the unit has sufficient sensitivity to 
be used in most applications with 
all commercially available poten- 





IT’S NEW 



High Current Ceramic 
Vacuum Relay 

The era of ceramic vacuum relays was 
first ushered in by Jennings with the intro¬ 
duction cf the fabulous 50 kw interruptive 
RF10. Now comes the equally great RJ2A 
with outstanding design features of its own. 

In the RJ2A Jennings has combined 
field-proven patented design with two im¬ 
portant additions not usually found in 
lesser relays. 

1. A thorough knowledge of the problems 
involved in designing relays for high volt¬ 
age airborne, mobile or marine communi¬ 
cations systems. 

2. The best combination of elements; vac¬ 
uum for unchanging, low, contact resist¬ 
ance and high voltage withstand, copper to 
carry high current, and ceramic to with¬ 
stand shock and high temperature. 

In such applications as airborne elec¬ 
tronic systems these advantages are in¬ 
valuable. Especially for antenna switching, 
switching between antenna couplers, tap 
changing on RF coils, switching between 
transmitter and receiver, or pulse forming 
networks. The proof of superiority is evi¬ 
dent in the following ratings which reflect 
only the minimum capabilities of the relay. 


Contact Arrangement SPDT 

Operating Voltage (60 cycles) 12 KV peak 
16 me 8 KV peak 

Test Voltage (60 cycles) 18 KV peak 

Continuous Current 

60 cycle 25 Amps RMS 

16 me 15 Amps RMS 

Contact Resistance .012 Ohm 

Net Weight 3 oz. Nom. 


We will be pleased to send you more 
detailed information about the RJ2A and 
the rest of our complete line of vacuum 
transfer relays. 


RELIABILITY MEANS VACUUM- 
VACUUM MEANS 

mH^Enninijs 


JENNINGS RADIO MFG. CORP., 970 McLAUGHLIN 
AVE., SAN JOSE, CALIF. 95108, PHONE 292-4025 
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PHYSICAL SIZE 
CAPACIIAHCE 

AND COST 


YOU'LL SPECIFY 

RMC MAGNACAPS 



GENERAL SPECIFICATIONS 


CAPACITANCE: Within tolerance @ 1 KC. 0.05 vrms max. and 25°C. 

TEMPERATURE COEFFICIENT: M-3-Z5R. Y5S, X5S, M-12. 16 and 25- 
Z5T, Y5T. X5U. 

LIFE TEST: 250 hours @ rated voltage and maximum temperature. 

BODY INSULATION: Durez phenolic—vacuum wax impregnated. 

LEAD STYLES AVAILABLE: Long leads—#22 AWG tinned copper and kinked 
lead plug-ins for printed wire circuits. 


■ For their size RMC Magnacaps offer the ultimate in the development of capacitance 
with acceptable temperature stability. Considering their small size and their proven 
reliability you'll find that Magnacaps are very economical. 

Type M3 and Ml 2 "MAGNACAPS" offer an extremely high efficiency ratio and 
are recommended for applications with lower operating voltages. The M3 type is 
available with a capacitance range of .05 mf to 2.2 mf. Ml 2 Magnacaps cover the 
range from .05 mf to 1.0 mf. Their use as emitter bypass components is particularly 
suggested, as they retain their proper impedance characteristics well into the radio 
frequency range. 

Ml 6 and M25 "MAGNACAPS" offer an economical general purpose component 
for wide application with a capacitance range of .01 mf to .22 mf. Their conservative 
design rating, and high value of insulation resistance (10 megohms at rated voltage) 
has made these units particularly popular in mobile or portable battery operated 
equipment. 

For additional information, write on your letterhead. 



RADIO MATERIALS COMPANY 

A DIVISION OF P. R. MALLORY & CO., INC. 

GENERAL OFFICE: 4242 W. Bryn Mawr Ave., Chicago 46, III. 
T wo RMC Plants Devoted Exclusively to Ceramic Capacitor* 

FACTORIES AT CHICAGO, ILL. AND ATTICA, IND. 


DISCAP 

CERAMIC 

CAPACITORS 


tiometers, including 6-dial models, 
and bridges requiring null-detector 
resolution of a few nanovolts. 
Keithley Instruments, lnc. f 12415 Eu¬ 
clid Ave., Cleveland 6, Ohio. [387] 

Solid state pulser 
can be programed 



Model 171 pulse generator com¬ 
bines the versatility of a general- 
purpose instrument with digital- 
control capability, either manually 
or remotely programed. The pulse 
period and width are digitally pro- 
gramable to within 0.01%. Rise and 
fall times are independently vari¬ 
able from 6 nsec to 100 /xsec. Avail¬ 
ability of the solid state instrument 
is 14 days. Price is $2,875. 

E-H Research Laboratories, Inc., 163 
Adeline St., Oakland, Calif. [388] 


Dual-beam scope 
offers high gain 



This dual-beam, 10-/zv sensitivity 
oscilloscope features a new, high- 
resolution crt. Type 708A incorpo¬ 
rates simple panel controls for total 
ease of operation, while its elec¬ 
trometer type input stage is said to 
give exceptional amplifier position 
stability. The sweep is wide range 
from 100 nsec per cm to one minute 
full scale. The dual-beam crt 
achieves high brightness with 5 lev 
accelerating potential and is driven 
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by transistorized amplifiers. View¬ 
ing area is 8 by 10 cm. Vertical 
amplifiers are identical and stab¬ 
ilized. Bandwidth is d-c to 500 kc 
(down 3 db). The scope's universal 
type cabinet is suitable for both 
laboratory bench, and system rack 
mount applications (7-in. height). 
Among applications for the 708A 
are indicator use for transducers, 
electromedical research, servo 
work, and general-purpose test and 
measurement work which requires 
a dual-beam display without time 
sharing. Price is $995. The 708A 
is available from stock. 

Scientific Instrument Department, 
Fairchild Camera & Instrument Corp., 
DuMont Laboratories Divisions, 750 
Bloomfield Ave., Clifton, N J. [389] 


Spectrum analyzer 
covers wide range 



A real-time spectrum analyzer has 
a dynamic range of 50 db. Model 
132 provides for separation and un¬ 
distorted presentation of simultane¬ 
ous signals whose frequencies dif¬ 
fer by only a few cycles per second 
and whose power levels differ by 
up to 10 5 . The manufacturer ex¬ 
plains that conventional dynamic 
ranges for these types of instru¬ 
ments are on the order of 25 to 
30 db. The company adds that 
large signal-level ratios ordinarily 
result in distortion of both spec- 
trums or in loss of the smaller 
signal, particularly in machine-gen¬ 
erated noise. Pure sine-wave sig¬ 
nals falling within the model 132\s 
50-db range result in spectral line 
widths of 0.25 cycle, measured at 
the half-power levels. Applications 
include high-resolution radar- and 
sonar-signal processing, and seis¬ 
mic detection where relatively large 



high temperature, high reliability 


SAPPHIRE-TO-METAL 
WINDOWS 


...off the shelf! 


Sapphire-to-metal windows manufactured by Ceramics International 
meet the most exacting requirements of military and aerospace 
applications. The techniques developed at Cl produce a sapphire 
window with unsurpassed flatness and clarity, and rugged enough 
to withstand the most severe environmental conditions. At Cl we 
are producing, faster and cheaper, sapphire-to-metal windows of 
superior quality for the broadest range of standard and special 
applications. 


Applications include: 

E Detector windows for military infrared guided equipment. 

Optical windows in high pressure or high temperature systems. 

Satellite thermionic converters for converting sunlight 
directly to electricity. 

Windows for transmission of ultraviolet and X-rays. 

Output windows for microwave tubes such as klystrons 
or magnetrons. 

Internal supports for vacuum tubes, insulators, and low 
leakage detectors. 

We also make ruby-to-metal seals to the standards required 
for laser application. 

Our seal is guaranteed to leak less than 1(H° std. cc/helium 
sec. All our parts are hydrogen brazed with OHFC copper, fine 
silver or BT solder—72% Ag. 28% Cu Eutetic. 



For further details write for our new bulletin #S110. 
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Offer true hermetic sealing 

-assure maximum stability and life! 

Delays: 2 to 180 seconds .. Actuated 
by a heater, they operate on A.C., D C., or Pulsating 
Current . . . Being hermetically sealed, they are not 
affected by altitude, moisture, or climate changes . . . 
SPST only-normally open or normally closed . . . Com¬ 
pensated for ambient temperature changes from -55° to 
+80° C. . .. Heaters consume approximately 2 W. and 
may be operated continuously ... The units are rugged, 
explosion-proof, long-lived, and-inexpensive! 

TYPES: Standard Radio Octal, and 9-Pin Miniature. 

List Price, $4.00 

PROBLEM? Send for Bulletin No. TR-81 


AMPERITE 


BALLAST 

REGULATORS 


Hermetically sealed, they are 
not affected by changes in alti¬ 
tude, ambient temperature 
(-50° to +70° C.), or humid¬ 
ity... Rugged, light, compact, 
most inexpensive. 

List Price, $3.00 

Write for 4-page Technical 
Bulletin No. AB-51 



o 20 


VOLTAGE Or MV • WITH AMMIITf 
fU BATTERY & CHARGER ! VOLTAGE VAJUEF 
VARIES APPROX. , ONLY 

50% ; 2% 



AMPERITE 

600 PALISADE AVE., UNION CITY, N.J. 
Telephone: 201 UNion 4-9503 
In Canada: Atlas Radio Corp., Ltd., 

50 Wingold Ave., Toronto 10 


New Instruments 


reverberations or clutter usually ac¬ 
company desired signals. The com¬ 
pany includes vibration analyses of 
complex systems among uses, 
where a multiplicity of resonances 
cause wide variations in frequency 
intensity. Price of the unit is $7,500. 
Acton Laboratories, Inc., subsidiary of 
Bowmar Instrument Corp., 531 Main 
St., Acton, Mass. [390] 



Lightweight scope 
has 2-gun display 


A light weight oscilloscope offers 
high performance for field use, in¬ 
dustrial tests and laboratory meas¬ 
urements. Its two-gun display per¬ 
mits viewing of two separate sig¬ 
nals simultaneously without the 
necessity for beam-switching or 
time-sharing. 

Other features include a 3y2-in. 
flat-faced cathode-ray tube with 
choice of phosphors for short, me¬ 
dium or long image persistence, 
sweep range from 1 /xsec per cm 
to 1 sec per cm, a calibrated sweep 
magnifier, and horizontal position¬ 
ing beyond 10 diameters. Band¬ 
width is d-c to 5 Me (3 db) and 
sensitivity is 100 v per cm to 100 
mv per cm with high sensitivity of 
1 mv per cm on one beam at re¬ 
duced bandwidth. A built-in pre¬ 
cision signal generator allows rapid 
calibration at the front panel. 
Snap-in mount for the bezel per¬ 
mits quick changes of light filters. 
The instrument uses only two types 
of vacuum tubes in addition to the 
ert, greatly simplifying mainte¬ 
nance. 

A full line of accessories such as 



“-with a MATERIAL DIFFERENCE!” 


The Choice of the Discriminating 
Communication Engineer . . . the 
Man who Never Settles for Anything 
Less than THE-VERY-BEST! 

teJ/l&X, “BEAMED-POWER” 
ANTENNAS and ANTENNA SYSTEMS 


Provide optimum performance and 
reliability per element, per dollar. 
Antennas from 500 Kc to 1500 Me. 
Free PL.88 condensed data and pricing 
catalog, describes military and com¬ 
mercial antennas, systems, accessories. 
Towers, Masts, Rotators, “Baiuns’* 
and transmission line data. 


Communication 
and TV Antenna3 



LABORATORIES 


Asbury Park 41, New Jersey, U.S.A. 
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COMINCO 

high-purity metals 


Available 
forms in 
99.999% 
and/or 
99.9999% 
purities 

ALUMINUM 

ANTIMONY 

ARSENIC 

BISMUTH 

CADMIUM 

COPPER 

GOLD 

BARS 

X 

X 

X 

X 

X 

X 


SHEETS 

X 




X 

X 

X 

WIRE 

X 




X 

X 

X 

POWDER 


X 

X 

X 

X 



SHOT 


X 


X 

X 

X 


ROD 

X 



X 

X 

X 


RIBBON 








PREFORMS 

X 




X 

X 

X 

SALTS 





X 



Available 
forms in 
99.999% 
and/or 
99.9999% 
purities 

INDIUM 

LEAD 

SILVER 

TELLURIUM 

THALLIUM 

TIN 

ZINC 

BARS 

X 

X 

X 

X 

X 

X 

X 

SHEETS 

X 

X 

X 



X 

X 

WIRE 

X 

X 

X 



X 

X 

POWDER 

X 

X 

X 

X 

X 

X 

X 

SHOT 

X 

X 

X 



X 

X 

ROD 

X 

X 

X 



X 

X 

RIBBON 

X 

X 




X 


PREFORMS 

X 

X 

X 



X 

X 

SALTS 

X 








COMINCO PRODUCTS, INC. 

ELECTRONIC MATERIALS DIVISION 

818 West Riverside Ave., Spokane, Wash. 99201 
Phone 509 747-6111 Telex 032 610 
5«09 TWX 509-328-1464 
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multiplier probes, camera adapter, 
etc., enhance usefulness. The unit 
is IOV 2 in. high by 8 % in. wide by 
13^ in. deep. Weight is 23 lb. 
Model 5MC2P sells for $950. 

Binary Electronics of California, 1429 
N. State College Blvd., Anaheim, Calif. 
[391] 

Recorder plots points 
at high speed 


Does a metals problem have you 
upihe creeK without a paddle??? 



use the 


-theory of 






A point-plotting recorder is de¬ 
signed to read out the memory of 
multichannel analyzers, of average 
transient computers and of digital 
oscilloscopes four to five times as 
fast as was possible with null¬ 
detecting X-Y recorders. Model 
6550 plots small excursions at rates 
in excess of 1,200 points per min¬ 
ute. A powerful 10-w output servo 
drives the character printer at 45 
in. per sec. Typically, records with 
frequent large excursions are 
plotted out at an average of 16 
channels per sec as compared to an 
average of 3-4 channels per sec ob¬ 
tained when using an X-Y recorder. 

Maximum accuracy and resolu¬ 
tion are provided by an incremental 
chart paper drive that automati¬ 
cally advances the chart 0.025 in., 
0.050 in., 0.075 in. or 0.100 in. per 
channel, as selected by a panel 
resolution switch. The folded chart 
paper is stored in a tray under the 
recorder and is deposited into a 
tray on the opposite side. The 
folded packet with perforated 
edges removed is 8 V 2 by 11 in. 

The panel switches and controls 
permit many different operating 
modes and satisfy the interface 
problems involved with all known 
computers and analyzers, accord¬ 
ing to the manufacturer. Price is 
$2,850; availability, 60 days. 
Houston Omnigraphic Corp., 4950 
Terminal Ave., Bellaire, Texas, 77401. 
[392] 


To solve your problem 



This is where experience counts! Chances 
are Hamilton has the answer for you ... as we have for hun¬ 
dreds of others . . . whether it is ultra-thin tape for a com¬ 
puter, wire for a microscopic spring, or magnetic and high- 
temperature metals for missiles. The Precision Metals 
Division of Hamilton Watch has the metallurgical “know¬ 
how” and the unique precision production facilities to do the 
almost “impossible!” □ What can you lose? Before you give 
up . . . ask us. Invest a postage stamp and ask for the bro¬ 
chure on Precision Metals. You will receive facts and infor¬ 
mation that you can use. 

PRECISION Metals Division 

MAMii-TOJSI 

WATCH COMPANY 

• LANCASTER, PA. 
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CEC’s 5-133 Oscillograph 
now features three 
significant improvements 



RACKMOUNT WITH DATAFLASH 

Long accepted as the world’s best 
recording oscillograph, the 5-133 
DATAGRAPH© has advanced its 
•capabilities even further. It now com¬ 
bines reverse operation , a completely 
new capability, with high speed opera¬ 
tion and CEC’s exclusive DATA¬ 
FLASH®, all in one universal transport . 

1 REVERSE OPERATION of the 
5-133 represents today’s highest 
refinement of this capability. 

2 TWELVE SPEEDS provide 
complete control at all forward 
speeds to 160 ips. 

3 IMPROVED DATAFLASH of 
the universal transport provides 
faster platen heat. At speeds to 16 ips, 
rapid latensification makes data avail¬ 
able less than one second after it occurs. 

These improvements complement the 
many features that have already made 
this instrument the finest available. The 


5-133 still records 36 or 52 channels of 
d-c to 13,000 cps data on 12-inch-wide 
direct-print light-sensitive paper —may 
be either rack or bench mounted — and 
easily surpasses the most demanding 
technological requirements. Further¬ 
more, RFI conformance to MIL-I- 
618 ID is available as an optional 
factory conversion. 



BENCHMOUNT CONFIGURATION 


Additional performance 
advantages: 

® Automatic lamp start/restart, hot or 
cold through the use of a static magnetic 
regulated lamp power supply which 
automatically provides proper power to 
lamp regardless of input voltage 
variations. 

® Millisecond timing lines with accen¬ 
tuated tenth lines provided by a timing 
line generator that electronically flashes 
timing lines at intervals of 10, 1, 1/10, 
1/100 and 1/1000 seconds. Every 10th 
line accented on 1, 0.1, 0.01 and 0.001 
settings. 

® Built-in slot exit and internal takeup 
with capability of up to 160 ips. 

® Automatic record length control 
continuously adjustable to 150 feet • 


® All galvanometers accessible and 
adjustable without removing oscillo¬ 
graph from rack. 

® Vibration isolation for best galvo 
trace quality assured by four isolator 
mounts on recorder and four on the 
drive motor/transmission assembly. 

® Individual input connectors for each 
galvanometer provide maximum elec¬ 
trical isolation. 

Accessories: 

The Remote Control Unit operates the 
5-133 from distances up to 1000 feet. 
Complete remote control of all electri- 



REMOTE CONTROL UNIT 

cal functions is possible —including all 
speed selection, power ON/OFF and 
recording lamp ON/OFF. 

The Latensification Lamp Assembly 
uses four 8-watt cool white fluorescent 
lamps to latensify slow-speed record¬ 
ings. A readable record is immediately 
available when recorded at low speeds 
up to 4 ips. 

The Ambient Light Shield permits 
recording with no latensification, 
allowing the record to be chemically 
processed for maximum contrast needed 
for oscillograms of archival quality. 

For complete information on the 5-133, 
call your CEC Sales and Service Office, 
or write for Bulletin CEC 5133-X2. 



Data Recorders Division 
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New Semiconductors 


IC has quick response time 



5-nanosecond logic gates were introduced by Texas 
Instruments Incorporated at the I FI P meeting in New York 


Large scientific and industrial com¬ 
puters require gates with extremely 
fast switching times because of the 
number of logic decisions that must 
be made. The propagation delays 
in the order of 13 to 15 nanosec¬ 
onds currently provided by inte¬ 
grated-circuit logic gates operated 
in the saturated mode are too slow 
for big computers. To meet high¬ 
speed requirements, Texas Instru¬ 
ments Incorporated has brought 
out two new emitter-coupled logic 
integrated circuits, the SN7000 and 
the SN7001. Both have response 
times of only five nanoseconds. 

To achieve this speed, compro¬ 
mises had to be made in three 
characteristics: power dissipation, 
high temperature capability, and 
noise immunity. The military mar¬ 
ket is virtually ruled out because 
of these compromises. It expects 
to sell only to makers of large com¬ 
puters. 

Both circuits contain a 3-input 
and a 2-input gate on the same 
double-epitaxial silicon bar. Both 
also have 11 npn transistors, with 
different output arrangements. The 
SN7001 contains two extra connec¬ 


tions, allowing more flexibility in 
the use of the output resistors. 

The circuits are currently being 
supplied in the standard metal flat- 
pack. However, a metal-ceramic 
plug-in package is also planned. 

The new units were announced 
on May 24 at the International 
Federation of Information Proc¬ 
essors meeting in New York. 


Specifications 


Collector supply voltage 1.25 volts 

Emitter supply voltage —3.5 volts 

Operating temperature 

range 0° to 70°C 

Power dissipation per gate 4f) mw 
Noise immunity 250 mv 

Logic levels +400, —400 volts 

Propagation delay time 5 nsec 

Outline Jedec TO-84 

Leads 14 

Weight 0.1 gram 

Texas Instruments Inc., 13500 North 
Central Expressway, Dallas, Texas. 
[371] 


Computer transistors 
switch at high speeds 


A silicon switching transistor is 
announced for use in the logic cir¬ 
cuits of high-speed computers. 
Type 2N3261 has a broad current 


DATAFLASH 


or 

DATARITE'? 



It depends. Within this complete CEC 
family are five types of papers and two 
developer solutions that cover the 
entire range of oscillography. 

DATAFLASH 56. A high writing 
speed product which produces superb 
traces, timing, and grid lines where 
Xenon lamps are used. 

DATAFLASH 55. The extreme sensi¬ 
tivity of this paper now makes it 
possible to obtain perfect oscillograph 
records at writing speeds in excess of 
75,000 ips. 

DATAFLASH 54. Direct-print Data- 
flash 54 is supremely effective at 
writing speeds up to 50,000 ips. 

DATARITE 33. DATARITE refers 
to CEC’s Datarite Magazine in which 
oscillograms are automatically devel¬ 
oped and dried as quickly as data is 
recorded. DATARITE 33 is ideal for 
high writing speed applications. 

DATARITE 22. Type 22 has less sen¬ 
sitive emulsion than Type 33. At low 
writing speeds, it will give excellent 
oscillograms. 

Type 49943-4 Datarite Developer 
Solution is an ammonia-type formula 
which combines high writing speeds 
with reduced paper staining in high 
humidity environments. 

Type 49943-3 Datarite Developer 
Solution is a non-ammonia, general 
purpose formula which provides 
exceptionally high trace contrast and 
high writing speed capability. 

For all the facts about CEC oscillo¬ 
graph papers and chemicals, call or 
write for CEC Bulletin Kit # 7062-X2. 
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New Semiconductors 



WEIL DESIGN 
YOUR MAGNETIC SHIELDS 

About 80% of all magnetic shield designs 
now in use originated here. 

Maybe it’s because our designs work. Maybe our 
designs work because we've had the most experi¬ 
ence. All are good reasons to contact us. 

Netic and Co-Netic magnetic shields are the recog¬ 
nized standard all over the world for military, labora¬ 
tory, industrial and commercial applications. They 
are insensitive to ordinary shock, do not require 
periodic annealing, and have minimal retentivity. A 
few typical applications are illustrated. Our design 
department is yours. 



Scan Converter Shield 


& m L® 



CRT Shield Complex Sectionalized P.M. Shield 


Nesting Cans 


MAGNETIC SHIELD DIVISION 

Perfection Mica Company 

1322 N. ELSTON AVENUE, CHICAGO, ILLINOIS 60622 

ORIGINATORS OR PERMANENTLY EFFECTIVE NETIC CO-NETIC MAGNETIC SHIELDING 


Circle 218 on reader service card 





For your vidicon, image orthicon and professional 
movie cameras, Cosmicar lenses are available in 
focal lengths from 12.5mm up to lOOOmm. 

New zoom lenses are now available. 



ICHIZUKA OPTICAL CO., LTD. 

2-568, SHIMOOCHIAI, SHINJUKU-KU, TOKYO CABLE ADDRESS: "MOVIEKINO TOKYO** 


capability from 10 ma to over 250 
ma and a total switching cycle 
time of less than 20 nsec (typical) 
at 100 ma. Above 100 ma, it is 
said to provide better saturated 
switching performance than any 
other commercially available tran¬ 
sistor. Because of its broad cur¬ 
rent capability, the device will fill 
virtually every socket requirement 
in the logic circuits of high-speed 
computers and will also operate 
effectively in terminated-line-driver 
and memory driver applications, 
according to the manufacturer. The 
2N3261 is packaged in a TO-52 
low-profile case for high-packing 
density circuit fabrication. Price is 
$2 each in quantities of 1,000 and 
up. 

RCA Electronic Components and De¬ 
vices, Harrison, N.J. [372] 

Germanium transistors 
cut h-f noise figures 

A series of germanium transistors 
offers improved high frequency 
performance thanks to selective 
metal-etch, a new fabrication tech¬ 
nique. The technique frees the 
germanium transistors from the 
limitations of the stripe geometries 
imposed by the conventional evap¬ 
oration method and permits op¬ 
timization of emitter perimeter-to- 
area ratios for greatly improved 
operation at high frequencies. In 
addition, the better resolution of 
the selective metal-etch process al¬ 
lows closer spacing of the base and 
emitter contacts, reducing base re¬ 
sistance and, as a result, improving 
the transistor’s noise figure. 

The new transistors feature ex¬ 
tremely low noise. For example, the 
2N3783 has a guaranteed maximum 
noise figure of 2.2 db at 200 Me. 
At 1,000 Me, the noise figure is 
guaranteed to be only 6.5 db. To 
complement the low noise figure, 
the 2N3783 exhibits a guaranteed 
minimum gain-bandwidth product 
of 800 Me. 

The key to the new product line 
is a series of company developed 
etchants that can selectively etch 
a variety of metals employed in 
germanium transistor fabrication. 
These etchants permit the use of 
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photolithographic fabrication tech¬ 
niques which bring to germanium 
the same freedom of device geom¬ 
etry enjoyed by the most advanced 
silicon devices, according to the 
manufacturer. For example, in 
place of the parallel emitter and 
base-contact stripes characteristic 
of the conventional germanium 
mesa, the new selective metal-etch 
transistors make use of the Star 
configuration. 

Motorola Semiconductor Products Inc., 
Box 955, Phoenix, Ariz., 85001. [373] 


Miniature diodes 
rated at 4 amperes 



Rectifiers rated at 4 amps are now 
available in an axial leaded pack¬ 
age. These miniature (0.145 in. 
diameter) diodes can actually be 
rated to 6 amps with fan cooling. 
Surge currents of 100 amps are 
part of the performance specs and 
leakage at 25°C is typically 0.5 fx a. 
The units are available at peak in¬ 
verse voltages from 50 to 800 v. 
Since these are controlled ava¬ 
lanche diodes, they are ideally 
suited for ultrareliable assemblies. 

Construction features metallurgi- 
callv bonded pins and dice of 
identical diameter. Over this, a 
sleeve of hard glass is fused, form¬ 
ing a void-free, monolithic struc¬ 
ture. The resultant glass-fused junc¬ 
tion and low thermal resistance 
ensures that electrical character¬ 
istics are stable and do not change 
even under overloading or environ¬ 
mental extremes. After life testing 
at rating for 1.000 hours, parts will 
still meet pre-life testing electrical 
specifications. Prices vary from 50 
cents to $4 depending on specifica¬ 
tions and quantity. 

Unitrode Corp., 580 Pleasant St., 
Watertown, Mass. [374] 


140 db Common Mode Rejection 

through balance and electrostatic shielding 


with 


INSTRUMENT 

TRANSFORMERS 



• MAGNETIC SHIELDING 

Up to 120 db. of magnetic shielding offered. Multiple mu¬ 
metal and copper shields give the designer a wide choice 
of models for each application. 

• LOW THERMAL CONSTRUCTION 

All junctions of windings to leads are made with a special 
solder that minimizes thermal voltage generation at the 
junctions. Bare copper leads from each winding are car¬ 
ried to the exterior for further low thermal application. 

• BALANCED WINDINGS 

Each side of these transformers has balanced windings. 
They are prematched to the exact turn with D.C. resistance 
unbalance less than .05%. 

• APPLICATIONS 

Especially suited to A.C. Bridge and Differential D.C. and 
A.C. Amplifier applications. 


NOW -JAMES Electro-Guard Shielded 

POWER 

TRANSFORMERS 

Write for complete technical details and specifications. 


KEY SUPPLIER 
OF COMPUTOR 
CONTROLS 



ELECTRONICS INC. 

4050 North Rockwell-Chicago, Illinois 60618-312-463-6500-TWX 312-222-0745 
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New Subassemblies and Systems 


ASPIRIN 
can’t cure the 



R & D HEADACHES 

that call for a 



1 




Keep One on Your Shelf 

When you suddenly need an experimental bit 
of semi rigid coaxial cable, you haven't got 
time for PO’s, letters to the mill, and ship¬ 
ping delays. Then is when a Precision Tube 
Company COAX-I-KIT on your shelf is worth 
dollars in the bank. There are four COAX-I- 
KITS, each containing lengths of different 
types of COAXITUBE, Precision's semi-rigid 
metal-shielded coaxial cable for low-loss RF 
transmission and other high frequency ap¬ 
plications. Order the kits that fit your needs. 
They’re priced at only $20 each, postpaid. 

A Three ten-foot coils of 50-ohm cables (one 
each of ‘141’, ‘085’, ‘056’ sizes) all with 
Teflon dielectric. Inner conductors of silvered 
copper & copperweld; outer conductors, copper. 

B Four four-foot lengths of 50-ohm cables 
(two each of RG-87A and RG-143 equiva¬ 
lents) all with Teflon dielectric, silvered inner 
conductor, and copper outer conductor. 

C Two ten-foot coils of 50-ohm, high per¬ 
formance cables (one each of ‘14V and 
‘085’ sizes) with Teflon dielectric; dimension 
tolerances, ±.001"; concentricity, within .003". 

D Four four-foot lengths of 50-ohm cables (two 
each of RG-87A and RG-143 equivalents) — 
as Kit B, but with aluminum outer conductors. 

BUY IT—TRY IT Phone or write for your 
kits; we'll bill you later. Or ask for our 
folder that describes them in more detail. 


YOUR BEST DECISION: 


TUBE COMPANY, INC. 

North Wales, Pa. 

Phone: (215) 699-4806—Telex: 083-381 



Batch-fabricated monolithic memory 



An inexpensive ferrite wafer, which 
has large data-storage capacity but 
does not require the tedious and 
difficult stringing of cores on wire, 
has been introduced by the Radio 
Corp. of America, Electronic Com¬ 
ponents and Devices division. It 
was shown for the first time at the 
IFIP Congress 65 (International 
Federation for Information Proc¬ 
essing) in New York. 

The device, called the RCA MF- 
2100, is inexpensive, simple and 
fast. Its full-cycle time for reading 
and regeneration of data is 200 to 
800 nanoseconds, depending on 
the application. The device is made 
by sintering a matrix of insulated 
conductors between two sheets of 
ferrite material [Electronics, June 
29, 1964, p 66]. The resulting 
wafer operates much the same as 
the conventional two-dimensional 
core array. Two wafers, plus an 
array of microminiature diodes for 
address decoding, are assembled 
on a module that also carries con¬ 
nections for external circuitry. 

The matrix of conductors in each 
wafer comprises 64 parallel word 
windings perpendicular to 64 par¬ 
allel bit windings. There is one 
word winding for each word in the 
wafer and two bit windings for 
each bit in the word; hence there 


are 2,048 bits in each wafer, and 
the capacity of 4,096 bits is con¬ 
tained in two wafers assembled on 
a module. Current applied to a par¬ 
ticular word winding places a word 
in that memory location. 

The resultant flux at each inter¬ 
section of the one word winding 
and the 64 bit windings is deter¬ 
mined by the current in the bit 
windings; the ferrite material in 
the immediate vicinity is magnet¬ 
ized accordingly. To read this word 
from memory, current of opposite 
polarity is applied to the word 
winding; this produces a positive 
pulse in the bit windings for each 
“one” bit and a negative pulse for 
each “zero” bit. 

RCA offers the MF-2100 to com¬ 
puter manufacturers who require a 
small, inexpensive reliable memory 
array. There are no present plans 
to use the device in any RCA com¬ 
puter product, the company says. 

Specifications 

Cycle time 200 to 800 nsecs 

Equivalent core count 4,096 

Equivalent core size 5 mils o.d. 

Wafer size, inches 1 x 1 x 0.005 

Module size, inches 4.5 x 3.75 x 0.22 

Readout mode Destructive 

Drive currents: word write + 100 to +150 ma 
word read —400 ma 
bit ±30 ma 

Output amplitude 30 to 45 mv 

RCA Electronic Components and De¬ 
vices, Needham, Mass. [401] 


Mobile tape transport 
satisfies MIL-E-5400 



The DT-03 digital mobile magnetic 
tape transports provide complete 
computer-compatibility under the 


172 Circle 172 on reader service card 


Electronics | June 14, 1965 




















the basic facts 
about three Hitachi 
silicon transistors 


2SC464 

for 

45 me if amplifier 


2SC465 

for 

FM Radio 
rf amplifier 
converter 
oscillator 


2SC466 

for 

vhf tv 
mixer 
oscillator 


★ fT =400 me 
Cob =0.85 pF 
PGt = 27db 


★ fT =400 me 
Cob = 0.85 pF 
NF =3.5 db 


★ f t = 900 me 
Cob =0.85 pF 
MGtt = l6db 


This family utilizes a hermetically sealed four-lead package which has a similar 
shape as the JEDEC TO-18. 


MAXIMUM RATINGS 

(T a = 25X) 

VCBO . 

.30V 

VCEO . 

.12V 

Vebo. 

.2.0V 

ic. 

.20mA 

IE. 

...-20mA 

Pc. 

...200mW 

Tj. 

.200°C 

Tstg.- 

55—200°C 




(dimensions in mm> 


ELECTRICAL CHARACTERISTICS 
(T a = 25°C) 


ICBO (VCB=10V) 


hfe (V C e = 6V, l C = 1mA, f=lkc) 


(V C E=10V. I E = — 1mA) 


(V C E=10V, Ie= — 10mA) 


Oob 

/'Vcb= 10V,\ Shield Lead: Open 


\f=lmc / Shield Lead: Grounded 

rbb' C c 

(V C b= 10V, l c = 10mA, f=31.8mc) 

PGt 

(V C e = 9V, l c = 5mA, f=50mc) 

MG+t 

/Vce = 9V, l c = 3.5mA, f=200mc, \ 

\fif=45mc, fosc = 245mc, Vjnjection= 150mV/ 

Pose 

(V C e = 9V, l c = 7.5mA, f = 275mc) 

MAPGttt (V C e = 9V, l c = 5mA, f = 50mc) 

NF 

(Vce = 6V, l c = 1mA, f= lOOmc) 



— 0.85 


— 10 




- 

1.0 

2.0 

— 

0.85 

— 

- 

10 

- 

— 

20* 

— 


600 

900 

— 

- 

1.0 

2.0 

- 

0.85 

— 

— 

10 

25 



- 

16 

- 

— 

6.0 

— 



* Values when Vce = 6V, l c =lmA and f = lOOmc 

** Value when Vce = 6V, l c =lmA, fjf = 10.7mc, f 0 sc= lOOmc and Vi n jection= 150mV 
*** Value when V C e = 6V, l c = 2.5mA and f = 118.7mc 
t Power Gain 
tt Mixer Gain 

ttt Maximum Available Power Gain 




ToVj^o Jol> pa/r\, 

HITACHI SALES CORPORATION: 333, N. Michigan Avenue. Chicago 1, III., U.S.A. Tel: 726-4572/4 / 666, 5th Avenue, 
New York, N.Y. 10019, U.S.A. Tel: 581-8844 / 12715, S. Daphne Avenue, Hawthorne, Calif., U.S.A. Tel: 757-8143 

HITACHI. LTD.. DUESSELDORF OFFICE: Graf Adolf Strasse 37, Duesseldorf, West Germany Tel: 10846 
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VACTEC ART+ SCIENCE 


Vactec blends art and science to produce the ultimate In photo¬ 
sensitive devices. Cadmium sulfide, cadmium selenide and selenium 
photocells available from stock or we will design to meet your speci¬ 
fic needs. Get more engineering per photocell dollar. Specify Vactec. 


1209 OLIVE WAY 
St. Louis, Mo. 

Phone Area 314, PA. 6-0633 


Write for Bulletin 
SPV-4 for 
selenium, 

Bulletin PCD-3 
for cadmium 
sulfide and 
selenide types. 
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IN 1 NEW PHOTOCELI_ 

Now, the 5 best characteristics of CdSe and CdS are combined in 1 new Clairex 
CdS photosensitive material, the type "5H". 

1. High speed (1-2 millisecond response) 

2. Low temperature coefficient (0.5%/ C) 

3. Low memory (15 X lower than CdSe) 

4. High linearity (slope of 0.9 from 0.1 to 100 FC) 

5. Uniform color temperature response (100% - 106%, 2854°K— 6700°K) 


Detailed information on type "5H" 
Designers' Manual free on request. 


photocells plus the new Clairex 16 page 


CLAIREX 

"Th# LIGHT Touch in Automation and Control" 


8 West 30 Street, New York, N. Y. 10001, 212 MU 4 0940 


severest environmental conditions. 
They are designed to record and 
to reproduce intelligence according 
to all standard formats. They uti¬ 
lize standard 10%-in. reels of ¥ 2 -in. 
or 1-in. tape, standard computer 
formats and interfaces, and have a 
start/stop time of less than 5 msec. 
All electronics, including the servo 
system, are completely transistor¬ 
ized. The DT-03 series has been 
fully qualified under MIL-E-5400, 
MIL-I-26600, and other environ¬ 
mental specifications. The unit 
weighs only 95 lb, occupies less 
than 2.5 cu ft. 

S-l Electronics, 103 Park Ave., Nutley, 
N.J. [402] 

Random-action control 
has many applications 



The Erac (electronic random-action 
control) 7000 can control any group 
of electrical devices in a completely 
random and unpredictable se¬ 
quence. Two models are available. 
Model S makes a random selection 
among a number of loads to be en¬ 
ergized. Ten selections are stand¬ 
ard. Total cycle time is 5 seconds; 
on time of selected load, 3 seconds. 
Special cycling sequences are avail¬ 
able. This model can also be ex¬ 
ternally programed. Model T en¬ 
ergizes a single load randomly in 
time. The average repetition rate is 
adjustable. Maximum average rep¬ 
etition rate is 100 kc. Minimum 
average repetition rate is potenti¬ 
ally unlimited. In both models var¬ 
ious load-current ratings are avail¬ 
able from 3 amps to 235 amps. All 
random sampling in industry to 
date is done by some manual 
method, which often follows a cer¬ 
tain cyclic pattern even though the 
person making the selection is not 
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aware of it. Some involve a direct 
manual selection, others a tumbling 
process of the parts followed by a 
manual selection. Erac 7000 can 
make a completely automatic ran¬ 
dom selection as the manufactured 
items are produced. The average 
rate of the selections is adjustable, 
allowing intensive control on a pro¬ 
totype process and a minimal con¬ 
trol on a well-established product. 
Thus the quality-control operation 
can be fast, economical and com¬ 
pletely automated if automatic 
tests are possible. Many statistical 
and industrial engineering prob¬ 
lems involve the use of random 
numbers. Most of these problems 
are usually solved on digital com¬ 
puters where a subroutine gener¬ 
ates pseudo-random numbers by 
some mathematical artifice. How¬ 
ever, these introduce appreciable 
errors in the solutions. Erac 7000 
generates true random numbers 
either digital or decimal. It avoids 
the previously mentioned errors, 
saves memory space by eliminating 
the subroutine, and increases the 
speed of operation by generating 
the required random numbers at a 
high rate. Model S is priced at 
$875; model T, $785. Availability 
is six weeks. 

Trag Automatic Systems, P.O. Box 
2101, Detroit, Mich. 48231. [403] 


Amplifier modules 
mounted on p-c cards 



Two chopper - stabilized, opera¬ 
tional d-c amplifiers are available 
for computers, instrumentation, 
servo and process controls. The 
amplifier modules, each only three 
cubic inches, are small and light 
enough to be mounted on printed- 
circuit cards. Input voltage and 
current drift of 0.2 /xv per °C and 
0.2 picoamps per °C for models 
201 and 202 make them suitable 



ANTENNA 

and 

TOWER 
INSULATORS 
by LAPP 


Lapp insulators support most of the world's large radio towers, both 
self-supporting and guyed masts. Lapp has designed and built base 
insulators from 80,000 lbs. to 9,000,000 lbs. ultimate strength. Lapp 
strain insulators have been made from 1200 lbs. to 620,000 lbs. 
ultimate strength. □ Lapp is also a dependable supplier of entrance, 
spreader and stand-off insulators for transmission lines. Other Lapp 
insulators and our gas filled capacitors are used in transmitters and 
coupling networks. □ Difficult insu¬ 
lating problems are welcome here at 
Lapp. We’ve been solving them for 
almost a half century. Write Lapp 
Radio Specialties Division, Lapp In¬ 
sulator Co., Inc., 232 Sumner St., 

LeRoy, N.Y. 14482. 
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for applications where drift over 
long periods and wide temperature 
ranges are important design con¬ 
siderations. Open-loop gain is 
greater than 180 db, and bandwidth 
is in excess of 10 Me. Models 201 
and 202 are identical except for 
output current of 100 ma (201) and 
10 ma (202). Output voltages are 
±10 v. Built-in extras, such as fast 
overload recovery, internal chopper 
drive, short-circuit protection and 
rfi shielding save time and expense 
in applying these amplifiers. The 
price in small quantities is $240 
each. 

Analog Devices, Inc., 221 Fifth St., 
Cambridge, Mass. [404] 


A fluid temperature 
chamber with 
phenomenally low 
gradients... at a 
sensible price! 


Here's stability that only a fluid 
temperature chamber can provide— 
combined with Delta Design exclu¬ 
sive Type III Control for program¬ 
ming with ease and unmatched 
flexibility. All this at prices starting 
at $2910—less than half what you 
might expect to pay for a mechani¬ 
cally refrigerated chamber. Result: 
new Series 5500 Fluid Chambers are 
the best buys in environmental test 
equipment. 

Temperature gradients of 5500 
Chambers average less than 0.05 °C 
throughout the entire 14" cube of 
working volume. Rely on resett- 
ability of ±0.25°C for inspecting 
critical electronic components ... for 
calibrating transducers and sensors 
... for any application where such 
tight control as ±0.01°C is a must. 
Standard 5500 models provide tem¬ 
peratures from —30 to -fl75°C; 
to —73°C in one model. Special 
models are available for running 
“shock treatment" tests at high, low 
and ambient temperatures at the 
same time, in the same chamber. 


Get all the facts on Delta Design 
fluid chambers... or tell us your 
requirements. Contact us directly or 
the Delta/Non-Linear Systems office 
nearest you—on any environmental 
control problem. It's our specialty. 





The Environmental Control People 

8000 Fletcher Parkway • La Mesa, Calif. 
Phone: (714) 465-4141 


Overseas Representative: Microwave International 
Corp., 420 Lexington Ave., New York, N.Y., U.S.A. 
Cable: Microken—N.Y. 


High-temperature 
module converts d-c 


A new family of Hi-Temp d-c to 
d-c converters, capable of sustained 
full load operation at 100°C, is in 
production. The B-10D series con¬ 
verts 28 v d-c to any required out¬ 
put voltage from 5 to 3,650 v d-c 
at 100 w. Use of modular design 
concept results in a compact mod¬ 
ule that measures 3 in. by 5% in. 
by 3V4 in. and weighs less than 3 
lb. Rugged steel containers are 
used to produce a true hermetic 
seal. Especially designed for the 
aerospace industry, these modules 
are encapsulated to meet the tough 
environment of MIL-E-5272C at 
the higher temperature of 100°C. 
Highest-quality component parts, 
including all-silicon semiconduc¬ 
tors, are assembled with sound 
thermal design to insure high re¬ 
liability. Units feature complete 
isolation of inputs and outputs, an 
adjustment range of 12% from 





MODULATION 
NOISE, AND 
SPECTRAL 
ANALYSIS 


Applied to 

Information 

Transmission 


1ST PUBLISHED 


By PHILIP F. PANTER 


Here is a full explanation of mod¬ 
ulation theory and modulation 
systems commonly used in the com¬ 
munications field. This book pre¬ 
sents recent findings in modulation 
research, reviews mathematical 
principles underlying modulation, 
and thoroughly covers many sys¬ 
tem design applications. It first 
summarizes modulation methods 
and their evolution. Various mod¬ 
ulation concepts are then analyzed 
and criteria cited for measuring 
actual system performance. The 
volume gives a complete and graph¬ 
ic breakdown of the Fourier series 
in relation to linear systems; out¬ 
put signal-to-noise ratios; fre¬ 
quency reception and bandwidth 
factors; quantizing noise perform¬ 
ance; error control and threshold; 
and of many more specialized as¬ 
pects of modulation work. 


BUY THIS BOOK AT YOUR BOOKSTORE 
OR MAIL THIS COUPON 


McGRAW-HILL BOOK CO., Dept. 23-L-614 
330 West 42 Street, New York, N.Y. 10036 

Send me Philip F. Panter’s 
MODULATION, NOISE, AND SPECTRAL ANALYSIS 
for 10 days on approval. In 10 days I will re¬ 
mit $19.50 plus a few cents for delivery costs, 
or return book postpaid. SAVE MONEY: We pay 
delivery costs if you remit with coupon; same 
examination and return privilege. 


NAME (print) 


ADDRESS 


CITY 

STATE 

ZIP CODE 

For price outside U.S., 

23-L-614 

write McGraw-Hill Int’l. 

, N.Y. 10036 
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the nominal output voltage, and 
close regulation (0.2%) for input 
voltage variations of 24 to 30 v d-c. 
In addition, these converters are 
protected against short circuits, 
transient input spikes, and reverse 
polarity damage. Price is from $440 
each; delivery in 3 to 4 weeks. 
Abbott Transistor Laboratories, Inc., 
3055 Buckingham Rd. f Los Angeles, 
Calif., 90016. [405] 

Silicon counter 
has latching display 



Model B-100-52 is a silicon, ultra- 
high-speed decade counter with 
latching display. Counting at rates 
from 0 to 50 Me, the module pro¬ 
vides an indication only after a 
latch-command signal has been ap¬ 
plied to the input. The unit then 
displays the decimal count accum¬ 
ulated when the latch command 
was applied. The display is re¬ 
tained until the next latch com¬ 
mand is received. Either periodic 
or aperiodic signals may be 
counted. The display includes all 
decimal digits and the decimal 
point. The drive signal may have 
an arbitrary reference level to 
match requirements of a variety of 
standard and nonstandard logic- 
control levels. 

This building-block module has 
been designed for high-speed tim¬ 
ing systems, computers, industrial 
control systems, ranging and track¬ 
ing systems or any application 
where blur-free reading of ultra- 
high-speed signals is required, or 
where the counter must recognize 
single pulses of very short dura¬ 
tion. Model B-100-52 is a highly 
reliable unit in a conveniently 
mounted, rugged case 3 by 5 by 
1 in. Operating temperature range 
is 0° to 60°C. The counter sells for 



There’s only one way 
to go...computerized 

filter and 
transformer design 



Here’s the newest, shortest way to accuracy and 
top performance in filters and transformers: design 
by computers. 

It's your fastest route. Computer designs take minutes instead of hours. 
No crossroads or by-passes, either. Computer design explores possible ap¬ 
proaches, guides you straight to the best solution when you're in a hurry. 

And no detouring for trial-and-error prototype costs. Designs are “perform¬ 
ance tested" before production starts. Genisco’s computer method searches 
through existing designs and singles out any that can be used. 

Your filters and transformers arrive on time and at lower shipping cost 
because Genisco plants are on the map in key market areas. Price quotations 
are fast and accurate. There’s never any guessing about costs with Genisco 
computer design of filters and transformers. 

Find out how this new design capability can put you on the right track. Write 
today for complete information. 


c 


OMPONENT DIVISIONS: Combined Sales and Application Engineering Departments 

WESTERN UNITED STATES I EASTERN UNITED STATES 

6320 West Arizona Circle Los Angeles, Calif. 90045 111 Gateway Road Bensenville, III. 60106 

Phone: (213) 776-1411 TWX: 213-670-4765 1 Phone: (312) 766-6550 TWX 312-766-7048 



msco 


TECHNOLOGY 

CORPORATION 
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a THIS 
ONE HAS 
5 HEADS 


SR-209 VHF/UHF 
RECEIVING SYSTEM 

Not a 5-headed monster —but the 
sweetest performing receiver in 
the VHF/.UHF frequency range of 
30-2000 me. All plug-in heads are 
designed for installation without ad¬ 
justment or alignment of any kind. 
Choose the one which meets your 
need—from 30-100 me to 990-2000 
me. 

▼ 

Reception—AM, FM, CW and PULSE. 


IF bandwidths are available from 
10 kc through 4 me. 

▼ 

Plug-in Display Unit for the visual 
display of signal to which receiver 
is tuned. 

▼ 

Plug-in Battery Pack also available 
to make unit completely self- 
sufficient. 

V 

WRITE, WIRE OR PHONE 
FOR COMPLETE SPECIFICATIONS 


ASTRO 

COMMUNICATION 
LABORATORY INC. 

801 Gaither Road 
Gaithersburg, Maryland 

Phone: (301) 948-5210 TWX 710-828-9706 
"RF Equipment for The Systems Engineer" 


ACL 
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a unit price of $142.50 in quanti¬ 
ties of 55 to 99; availability, from 
stock. 

Janus Control Corp., Hunt St., Newton 
58, Mass. [406] 


Circulator handles 
power to 250 watts 



A vhf circulator has been an¬ 
nounced for the 450- to 470-Mc 
mobile communications service. 
Type 31900 is a three-port junction 
circulator with high-level isolation 
over a wide temperature range. It 
offers a minimum of 20 db isolation 
between —4° and +140°F, and 27 
db from 60° to 90°F. The unit can 
handle transmitter power up to 250 
w. It cannot be damaged through 
operation with any port open or 
shortened under full power, accord¬ 
ing to the manufacturer. For use as 
an isolator, one of the ports may be 
terminated with a 50-ohm, high- 
power load. The manufacturer fur¬ 
nishes this matched pair as a fac¬ 
tory-tuned unit. 

Andrew Corp., P.O. Box 807, Chicago, 
III., 60642. [407] 

Tunable vhf receiver 
is modular, solid state 

This solid state, tunable vhf re¬ 
ceiver for a-m, f-m and c-w covers 
the frequency range of 30 to 300 
Me with two plug-in tuning heads 
of 30 to 100 Me and 90 to 300 
Me. Additional plug-in tuners can 
be supplied for multiple-channel, 
fixed-frequency operation. 

The receiver is 4V2 in. high, 5% 
in. wide and 14 in. deep, and 
weighs 12 lbs. Three units may be 



CONSTANT 

VOLTAGE 

TRANSFORMER 

Built-in Component Type 

* Completely automatic and continuous regula¬ 
tion within ±1% for input voltage fluctua¬ 
tion up to ±15% 

* Regulated AC supply for semiconductor, 
filament, high voltage for rectifier tube, 
relay etc. 

* Compact, light weight and the most 
economical 

* Specialized in quantity production of built- 
in component type to your specifications. 
Write for new Bulletin 


Specialist in 

CUSTOM-BUILT 

TRANSFORMERS 

TO YOUR SPECIFICATIONS 

YUTAKA ELECTRIC invites you to submit your 
detiled specifications and quantity information 
to our engineering and production staff. 

YUTAKA ELECTRIC 
MFG. CO., LTD. 

1253, 1-chome, Yutaka-cho. Shinagawa-ku, Tokyo, Japan 
Cable Address : “EDOYUTACO” Tokyo 
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mounted side by side on a stand¬ 
ard 19-in. rack, or a single receiver 
may be used as a tabletop urut, a 
portable field equipment, aircraft 
or mobile unit. It is powered from 
a 50 to 400 cps, 115-v a-c source, 
or may be supplied for 230-v a-c, 
12-v d-c or 24-v d-c sources. A bat¬ 
tery pack for field operation is also 
available. 

Two i-f bandwidths are avail¬ 
able with a selection from 20 kc to 
3 Me. Maximum noise figure is 4.5 
db on the low-band tuner and 7 db 
on high band. Approximate price is 
$2,500; availability, 120 days. 

Astro Communication Laboratory, Inc., 
801 Gaither Road, Gaithersburg, Md. 
[ 408 ] 

DDC computer scans 
at 1-cps basic rate 



A direct digital control computer 
with microprogramed position and 
velocity algorithms has been an¬ 
nounced. The EA101 silicon digital 
computer provides dynamic con¬ 
trol through time-shared scanning 
of up to 100 loops, eliminating the 
need for numerous single-loop an¬ 
alog controllers. The EA101 fea¬ 
tures a selection of algorithms, 
feed-forward control, feedback con¬ 
trol, ratio control, cascade control, 
industrial alarms and alarm sum¬ 
maries. Its circuit and system de¬ 
sign is said to combine low cost, 
modular simplicity and operating 
flexibility. 

The basic scanning rate is 1 cps, 
each cycle controlling up to 100 
loops. With fewer than 100 loops, 
the scanning rate can be increased 
by examining individual loops 
more than once per cycle. Twenty- 
five-bit registers allow high com- 


TRANSISTORISED OSCILLOSCOPES 
IMc/s to 100 Mc/s 



FOR LABORATORIES • 


• PORTABLE 


345 A 

Vertical amplifier 

Bandwidth : 0-9 Mc/s Deviation coefficient : 50 mV/div 
Sweep system : free-running or triggered 
Sweep coefficient: 1 s/div to 0.2 u sec/div - 
Magnifier X5 : 0.04 a sec/div 

Cathode-ray tube 

Diameter : 7 cm - Acceleration voltage : 3.8 kv 

Power requirements 

a) Mains supply : 110/220 v - 50 to 400 cps 

◄ b) DC. 7.2-10 v and 10-12 v 

Power consumption : 2.25 A approx. 


340 A 

Cabinet (340 A) or Rack-Mounting (340 AR) model ^ 
The unit includes : 1 vertical amplifier V 
1 horizontal amplifier 
1 calibrator 0.2 mV at 100 V at 1 Kc/s Accuracy : 2 % 

1 delay line 120 nsec 
1 cathode-ray tube 
1 power supply 
The unit can be equipped with : 

1 set of time-base plug-in units : BT 210 and BT 110 
1 set of plug-in vertical amplifier 
P 1100 and P 280 - Soon available : P 110 - DP 100 


§ 

2 

I 

£ 


349 A 

Vertical amplifier ^ 

Bandwidth : 0-1.5 Mc/s Deviation coefficient : 50 mV div y 
« 8 cps - 1.5 Mc/s » >* 10 mV div 

Sweep system 

Sweep coefficient : 10 msec div to2txsec div 
Triggering : automatic, internal + or - external sync. 
External triggering : minimum voltage : 10 V peak-to-peak 

Horizontal amplifier 
Bandwidth : 0-50 Kc/s Deviation coefficient : 7 V/div 
Cathode-ray tube Diameter : 3.2 cm 
Power requirements 
Mains supply : 110/220 V - 50 cps or DC : 5 V to 9 V 




BT 210 

2 identical 
time-bases 
5 sec/cm 
to 10 nsec/cm 
As delaying sweep: 
Max delay : ICO sec. 



DP 100 

0-100 Kc/s 
100 aV/cm 



5 B110 






one single 
time-base 
5 sec/cm 
to 10 nsec/cm 


2 * 
• A 

r ® 




4 4 

44 

$ T 1100 


• c» ^ 


P110 


f® W * 0-10 Mc/s 
* 1 mV/cm 



Bandwidth 
0-100 Mc/s 
Rise-time 3,5 nsec 
5 and 50 mV/cm 


m 

P 280 

<B> 1 —T 

2 identical 
amplifiers 

© A * 

0 - 80 Mc/s 

Rise-time 4,5 nsec 


5 and 50 mV/cm 


OTHER PRODUCTS : GENERATORS, OSCILLOSCOPES CAMERAS,... 

IRIBET DESJARDINS 

Measure and Control Department -13-17,rue Perier MONTROUGE/PARIS-TEL: 253 24-40 
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Everything currently worth knowing 
about Cadmium Sulphide Cells and 
their applications is included in the 
new, free Amperex manual, “Light Sen¬ 
sitive Semiconductor Devices.” 

Theory, Practice, even Specific Appli¬ 
cations and Circuitry are treated in 
depth in one or more of these chapters: 

■ Physics of Solids 

■ Photometric Concepts: The Prop¬ 
erties of Photosensitive Devices 

■ Construction of Photosensitive 
Devices 

■ Principal uses of Photosensitive 
Devices 

■ Device Data 

Here, at Amperex, we put theory into 
practice by manufacturing the most ad¬ 
vanced and comprehensive line of CdS 
Cells in the business. The line incorpo¬ 
rates the latest manufacturing tech¬ 
niques and materials: sintered CdS, her¬ 
metic-sealing, a unique flat space-saver 
package... for the ultimate in perform¬ 
ance, uniformity and stability. Devices 
can be had off the shelf in virtually 
every usable configuration, sensitivity 
and power level. Applications assistance 
is, of course, available. 

For your free copy of <( Light Sensi¬ 
tive Semiconductor Devices,” or fur¬ 
ther information on 
Amperex CdS Cells, 
write, on your firm’s 
letterhead: Amperex 
Electronic Corp., Tube 
Division, Hicksville, 

L. I., New York 11802. 

Amperex 


New Subassemblies 


puting accuracy and all loop pa¬ 
rameters can be resolved to one 
part in 10,000. The standard EA101 
includes adjustable high-low alarm 
limits for every variable. 

Control output is available in 
three forms: pulse count for posi¬ 
tioning control of a stepping actu¬ 
ator, pulse rate for velocity control 
of a stepping actuator, and 4-ma 
to 20-ma d-c signal for conventional 
analog control of an actuator. Price 
of a standard 20-30 loop EA101 is 
$25,000 to $30,000. Three to four 
months are required for delivery. 
E-A Industrial Corp., Process Automa¬ 
tion division, 2326 S. Cotner Ave., Los 
Angeles, Calif. [409] 


l-f amplifiers occupy 
small space 



Solid state, microminiature i-f am¬ 
plifiers have been announced. The 
multistage high-performance units 
occupy less than % cu. in. and are 
designed specifically for applica¬ 
tions in which size, weight, low 
power consumption and rugged¬ 
ness are prime considerations. 

Models are available with center 
frequencies from 30 to 160 Me and 
bandwidths from 7 to 50 Me. Typ¬ 
ical noise figures are 2.5 db at the 
lower frequencies and 3.5 db at 
the higher frequencies. Gain of 
standard models is 70 db minimum. 
Each unit weighs PA oz.; input 
power requirements are +15v at 
30 ma (max). Operating tempera¬ 
ture range is —55° to -f-85°C. All 
models meet Mil-E-5400 and Mil- 
E-5272. 

Standard optional features that 
can be readily provided to meet 
specific system requirements in¬ 
clude changes in center frequency, 
addition of video detection with or 



m 

© 

Nucleonic Components 
and Devices Division 
announces: 



as low as 
3Qc each 


1N744 (180 1 / 250mW) to 
1N714 (lOv 250mW) incl. 
in DO-7 miniature 
glass package 



/ 100% reliability tested and 

inspected after production, and 
' prior to 100 % electrical inspec- 
I tion. Total output receives tem¬ 
perature cycle, thermal shock, 
and storage life tests at elevated 
temperature. All production lots 
tested for hermeticity, including 
; radio-active fine leak detector 
| and hydrostatic bomb gross leak 
. test. Tested in accordance with 
standard military specifications. 

For complete inf ormat ion write: 

(M UCLEONIC 

Products 

©O., INC. 

3133 E. 12th St., Los Angeles, Calif. 90023 
Tel.: (213) 268-3464 TWX: (213) 266-6756 
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without video amplification, elec¬ 
tronic gain control, and limiter- 
discriminator. 

Loral Electronic Systems, a division of 
Loral Corp., 825 Bronx River Ave. f 
Bronx, N.Y., 10472. [410] 


Slip-ring capsule 
contains 67 circuits 



This slip-ring capsule has a hollow 
bore to permit the passage of cool¬ 
ant fluid through the assembly. 
Containing 67 circuits, the unit is 
used for stable platform applica¬ 
tions in inertial guidance systems. 
It is only 2.218 in. long and has a 
diameter of 0.685 in. Diameter of 
the bore is 0.191 in. Meeting MIL- 
E-5400 Class II requirements, the 
slip-ring capsule has an operating 
life of 2,000 hours. Temperature 
range (operating) is 0° to + 160°F 
and (nonoperating) from —65° to 
+320°F. It withstands vibration 
from 5 to 2,000 cps at 30 g max and 
linear acceleration from +10 to 
—5 g. Dielectric strength from 
ring-to-ring and ring to frame is 
700 v peak minimum. Current rat¬ 
ing consists of 37 circuits with con¬ 
tinuous load of 2 amps with 2-sec 
overloads of 3 amps, and 30 circuits 
with continuous load of 0.5 amp 
with 2-sec overload of 0.75 amp. 
Capacitance, exclusive of leads, is 
25 pf max ring-to-ring and 9 pf max 
from ring-to-frame. Contact resist¬ 
ance is rated at 100 milliohms max 
when stationary and noise is 15 
milliohms max when rotated at 1 
rpm with superimposed ±1° oscil¬ 
lation at a frequency of 1 cps. 
Torque is 3 in.-oz. max. Structural 
components of the 67-circuit slip¬ 
ring capsule are 303 stainless. 
Electro-Tec Corp., Box 667, Ormond 
Beach, Fla. [411] 



what does it better 
and costs less than ever? 



RAYSISTOR 

CK-1123 


~X)'£T 



this! 


In switching and control applications Raytheon Raysistors provide superior 
performance at substantially reduced prices. In production quantities, several 
Raysistor types can now be purchased at a unit cost of less than a dollar. 

Raysistors are four-terminal opto-electronic components containing a light 
dependent resistor and a light source. They have no moving parts; are rugged 
with exceptionally long life and afford isolation between signal and control 
circuits. Raysistors make possible low-noise, pedestal-free switching of ac or 
dc signals over a wide dynamic range without transients — without wiper or 
contact chatter or sparking. Match the conventional components you may be 
considering for your switching or control design against these qualifications! 


For small orders or prototypes, see your local Raytheon industrial dis¬ 
tributor. For technical data and sales information please write Raytheon 
Company, Components Division, Industrial 
Components Operation, Dept. 2011, Lexing- _ D avtu pau " 
ton, Massachusetts 02173. ^RAYTHEON 


Electronics | June 14, 1965 


Circle 181 on reader service card 


181 





















WHERE CAN MAN GO. . .IN SYSTEMS 



In space, on land, in the ocean depths...if his 
company is exploring those environments. Lock¬ 
heed’s systems activities encompass journeys to 
near and distant space, automated hospitals and 
unique land vehicles, and deep submersibles. And 
indispensible to this broad effort are men able to 
contribute to systems management. To analyze. 
Design. Test. To integrate subsystems into enti¬ 
ties reaching thousands of miles —or thousands 
of fathoms—beyond the limits binding men today. 
Engineers and scientists with a systems flair are 
invited to write Mr. K. R. Kiddoo, Professional 
Placement Manager, 462 Industrial Relations 
Building, Sunnyvale, California. Lockheed is 
an equal opportunity employer. 

** A p* WS'O/V cw LOCKHKCO At^CKAFT COftAOftATlt W 
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New Microwave 


Frequency-generating assembly on board 



A C-band frequency-diversity sig¬ 
nal generator, developed for missile 
guidance, represents an advance in 
microwave printed circuitry. Its 
assembly includes semiconductors, 
ferrite devices and conventional 
components on one printed circuit 
board. 

The design is useful where it is 
necessary to generate a variety of 
frequencies for local oscillators, 
and to keep size and weight at a 
minimum. Applications are open¬ 
ing up in airborne, satellite and 
manpack radars in addition to mis¬ 
sile guidance, says Jack Kline of 
Hyletronics Corp. In its model AC- 
11, made of five interconnected 
tiers of strip-line circuitry, Hyle¬ 
tronics inserts the diodes, lumped 
capacitors and loads. Everything 
else in the assembly is printed. 
Rigid coaxial connectors link the 
tiers. 

Twenty discrete frequencies are 
generated over a band of several 
hundred megacycles at C-band. 
The signal applied to the balanced 
modulator dictates the center fre¬ 
quency. The logic signal applied 
to the diode switch selects the de¬ 
sired sideband. Each signal may 
be shifted in phase by a digital 
phase shifter, which can change 
the phase of a signal within 1 nano¬ 
second. 

The microwave printed circuitry 
with dielectric filled strip line per¬ 
mits a high component density, 
can withstand severe vibration and 
shock. Power output of the assem¬ 
bly is in the 1-mw range. 

“The next step,” says Kline, “is 
to put transistors in the strip line. 


The devices now available do not 
perform any amplification.” 

According to Kline, dielectric 
filled strip line performs well over 
the frequency range from 100 Me 
to about 12 Gc. 

The input to the assembly is a 
uhf pulsed signal, which is multi¬ 
plied up to C-band by a two-stage 
varactor multiplier. The fixed-fre¬ 
quency C-band signal passes 
through an isolator to a four-posi¬ 
tion digital phase shifter which 
also uses varactor diodes. 

After a second stage of isolation, 
the signal passes through a varac¬ 
tor balanced modulator which has 
as its purpose the production of 
first upper and first lower side¬ 
bands, and the suppression of other 
harmonics. The modulation side¬ 
bands are transmitted through an¬ 
other isolator to a diplexer that 
separates the upper from the lower 
sidebands. The two outputs of the 
diplexer are combined in a single¬ 
pole, double-throw diode switch 
that acts as a sideband selector. 
Either of two output terminals may 
be selected by a second spdt 
switch. The first and second 
switches are controlled by external 
logic inserted in the form of low 
frequency, video band signals 
through the bias terminals. The 
isolators used in the assembly are 
internally terminated, three-part 
circulators integrated into the strip¬ 
line circuitry. 

Delivery takes from 30 to 90 
days. 

Specifications 


Spdt switches 

Insertion loss 
Isolation 
Switching speed 
Ferrite circulator 
Insertion loss 
Isolation 

Vacactor balanced 
modulator 


Size of entire assembly 
Temperature range 


0.8 db 
35 db 

1 nanosecond 

0.3 db 
20 db 

Conversion loss into 
each sideband 5 to 
7 db for modulating 
frequencies from 30 
to 300 Me. 

7 x 3 l /4 x 2y 8 inches 
-55° to +65°C 


Hyletronics Corporation, 185 Cambridge 
St. f Burlington, Mass. [421] 


Gof a Problem of 

DIMENSIONS? 


TEMPERATURE? 

UNUSUAL CYCLING? 
SHOCK RESISTANCE? 



turn the job over to 
SYNCHRON® MOTORS! 


What’s the motor problem you 
face in the design you’re working 
on? One of tricky performance 
requirements? Difficult environ¬ 
ment? Total accuracy? Before 
you do anything else, see how 
SYNCHRON Motors can be ap¬ 
plied. (Do the same thing even 
when you have a simple, straight¬ 
forward application in mind!) 
Just write us at Hansen Manufac¬ 
turing Company and tell us what 
you want a motor to accomplish. 
You’ll get an immediate answer 
and any help you need for specific 
problems. 


HANSEN 

MANUFACTURING COMPANY, INC. 




PRINCETON, 

INDIANA 


HANSEN REPRESENTATIVES: CAREY & ASSOCI¬ 
ATES, Houston, Tex., R. S. HOPKINS CO., Sher- 
mon Oaks, Calif., EICHORN & MELCHIOR, INC., 
San Carlos, Calif., THE FROMM CO., Chicago, III., 
H. C. JOHNSON AGENCY, INC., Rochester, N. Y., 
WINSLOW ELECTRIC CO., Essex, Conn., and New 
York, N.Y. EXPORT DEPARTMENT, 64-14 Wood- 
side Ave., Woodside, N. Y. Handled exclusively in 
Canada by Sperry Gyroscope Ltd., Ottawa, Canada. 
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MULTICOUPLERS — use one antenna to simul¬ 
taneously transmit and receive up to 24 systems 
. . . with high isolation between channels, low 
insertion loss and low maintenance costs. Multi- 
couplers for the 30MC to 10KMC range — specials 
to meet unusual problems. 

DUPLEXERS — for the ultimate in isolation be¬ 
tween Tx and Rx for dual simplex or full duplex 
operation. Separation as low as 0.5 MC at full 
power load of 250 watts. Perfect for base or re¬ 
peater station or mobile operations. Frequency 
ranges from 30 MC to 960 MC — as small as 
2" x 4" x 6". 

ANTENNAS — a complete line — Isorays . . . 
Yagis . . . Ground Plane . .. Corner Refectors . . . 
Base Station . . . Mobile — for frequency ranges 
from 30 MC to 470 MC. Gains from 0 db to 20 
db. Rugged enough to withstand 125 mph winds 
with W' ice coating — small enough to fit in a 
rear view auto mirror. 

Also, a complete quality line of 
Band Pass and Reject Filters, 
Mounting Accessories and An¬ 
tenna Hardware. Clip the cou¬ 
pon, attach to your letterhead, 
and we'll send complete details. 


SINCLAIR RADIO 
LABORATORIES, INC. 


523 FILLMORE AVENUE, DEPT. TOI 
TONAWANDA, NEW YORK 

IN CANADA: 21 TORO ROAD 

TORONTO, ONTARIO 


Name_Title. 

Company_ 

Add ress__ 

City-State— 
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Circulator operates 
from 7.7 to 8.4 Gc 



An X-band circulator now avail- 
able, operates at an average power 
of 100 kw c-w. This power level 
is said to be twice that achieved 
previously for circulators in this 
frequency band. Model CXH26 has 
a maximum insertion loss of 0.25 
db and isolation greater than 20 
db. The unit is a four post differ¬ 
ential phase shift circulator de¬ 
signed for application as a du- 
plexer or isolator. An input vswr 
of 1.10 or less is achieved in the 
operating frequency band of 7.7 to 
8.4 Gc. 

The CXH26 is designed to with¬ 
stand 20 psig waveguide pres¬ 
surization, and input and output 
are in YVR-137 waveguide. The de¬ 
vice has been operated in a reso¬ 
nant ring at power levels up to 
125 kw. 

Raytheon Co., 130 Second Ave., Wal¬ 
tham, Mass., 02154. [422] 


Co-ax termination 
withstands 50 w 



Model 376 medium power coaxial 
termination combines small size 
and light weight without sacrific¬ 
ing performance. It is capable of 


4mvsN£)N 

Space - Saver 

PANEL METERS 

WITH VALUABLE FEATURES 
ENGINEERS HAVE 
ALWAYS WANTED 



Minimum height design 
to save panel space! 


NEW! 


15% longer scale — 
40% less space. 


UrtAfl Crisp, low profile for 
l¥fcwV« modular styling. Per¬ 
mits the equipment designer to 
achieve the ultimate in design. 


NEW! 

Quick clip 
mounting saves 
90% of normal 
installation time. 

No washers, nuts 
or screws. 

UEUf | Recessed terminals 
■¥tWw • require less chassis 
depth, leave more space for 
components. 



/ \ 

FOR YOUR APPLICATION, 

MAY WE QUOTE ON YOUR 
SPECIFICATIONS, OR HAVE 
OUR REPRESENTATIVE CALL? 

\_ J 


Experienced manufacturers of meters in 
volume, for both commercial and military 
applications, including ruggedized 
and sealed meters to military standards 


Designed and Manufactured by 


DIXSON, 


INC. 


METER DIVISION gMj DEPT. B 
GRAND JUNCTION, COLORADO 
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withstanding 50 watts average 
power over the entire frequency 
range of d-c to 12.4 Gc. Construc¬ 
tion features a precision-aged re¬ 
sistor with a precisely preformed 
aluminum body that eliminates the 
possibility of poor heat conduc¬ 
tivity resulting from improperly 
soldered cooling fins. Vswr from 
d-c to 4 Gc is 1.2; from 4 to 10 Gc, 
1.30. 

Narda Microwave Corp., Plainview, L.I., 
N Y. [423] 


Radar transponder 
operates at S band 



Model 307S radar transponder is 
an S-band superheterodyne unit 
for missile, satellite drone and tar¬ 
get applications for S-band track¬ 
ing radars. This unit weighs only 
three pounds and occupies 50 cubic 
inches, yet maintains the electrical 
and environmental characteristics 
of superheterodyne transponders. 

The transponder incorporates a 
two-pulse decoder and transmitter 
power of 400 w, sensitivity —65 
dbm minimum, 100% firing, with 
recovery time of less than 50 /nsec. 
It also can survive severe vibration, 
shock and temperature. 

Vega Precision Laboratories, Inc., 239 
Maple Ave. West, Vienna, Va. [424] 

L-band multiplier 
delivers 10 mw at 1.5 Gc 

This solid state frequency multi¬ 
plier delivers 10 mw at 1.5 Gc 
when driven by a 5-Mc signal. The 
VFM-103L is a compact, rugged 
unit consisting of transistor fre¬ 
quency-multiplier amplifiers fol¬ 
lowed by a cascade of varactor 
multipliers. The frequency multi¬ 
plication factor is 300. The unit is 
suitable for use with 5-Mc fre¬ 
quency standards. Frequency is 1.5 
Gc; r-f output power at 1.5 Gc, 


MEASURE 
SOUND LEVELS 

OVER THE FULL 

DYNAMIC RANGE 

with MASSA 



i 


Large 

Pneuma 

Rivetei 


SOUND PRESSURE 

MICROPHONES 


10 - 


l-t-sn 


5 



- M 215 
Ffeq. Range Cps 
20 70.000 


M 213 

Freq. Range Cps 
20 100.000 


2x10 1J 


Heavy 
Su 
— Rei 


RirWmmm 

(Quiet Night) 


M 125 
Freq. Range Cps 
20-30.000 


MK 103 

Freq. Range Cps 
20-30.000 


Q* 

Bros 


M141 

Freq. Range Cps 
20-30.000 


: B HE 8E awoe 



Massa Sound Pressure Microphones provide accurate and reliable 
sound pressure measurements from low levels to the ultrasonic 
region under practically any acoustic environment. Important fea¬ 
tures include: 

• Linear Dynamic Ranges to sound pressures in excess of 200 db 
(re: 0.0002 microbars). 

• No D.C. Polarizing required. 

• Exclusive ADP (Ammonium Dihydrogen Phosphate) Crystals for 
uniform reliability, stability, and accuracy. 

• Frequency Ranges from 20 cps to 100,000 cps. 

• Omni-Directional to high frequencies for sure pickup of sound in 
difficult areas. 

• Near Infinite Acoustic Impedance or no loading of the sound field. 

Complete Portable Systems are also available for use where reliable 
measurements must be made at inconvenient locations. 


Write for FREE Pocket Size Sound Level Measurement Chart 


MASSA DIVISION 

DYNAMICS CORPORATION OF AMERICA 

HINGHAM, MASS. 02043 

.. -- ... - - - . . ... - 
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500 kc 
all silicon 
Bi-Directional 
Counters 



Model 658, 7 digits with 
polarity sensing, only 3V£" high. 


Janus Bi-Directional Counters, Series 
600, are available with and without 
polarity sensing for use with machine 
tool control systems, process control 
systems, guidance systems or any 
application requiring the comparison 
of two input signals such as shaft 
encoder outputs, accumulation of 
pulses from one or two sources and 
the addition or subtraction of random 
input pulses. 

These instruments not only count 
in both directions at 500 kc but 
reverse without error at this maximum 
counting rate. Bright, clear, in-line dis¬ 
play is provided for convenient wide 
angle viewing. 

Series 600 Counters are available 
in 4 to 8 digit models and up to 6 
digits in dual packages for convenient 
two-axis measuring. A few of these 
other options include printer outputs, 
preset capability and input sensitivities 
as low as 25 millivolts peak for both 
inputs. 

Price Range: $895 to $2795. 

Availability: 30 days A.R.O. 


The Next Time You Need Counters 
Count on JANUS 



JANUS CONTROL CORPORATION 

HUNT ST., NEWTON, MASS. TEL. 926-2670 


New Microwave 


10 mw; power stability, ±2 db; r-f 
input power at 5 Me, 10 mw; d-c 
input power, 3.5 w; supply voltage, 
24 v d-c; spurious response below 
signal, > 30 db; weight, 1.5 lb.; 
operating temperature, —25° to 
+70°C. 

Solid State Products unit of Varian As¬ 
sociates, Beverly, Mass. [425] 


Circulator/isolator 
operates at X band 



This miniature coaxial X-band cir¬ 
culator/isolator operates from 8.5 
to 9.5 Gc with isolation of 25 db, 
insertion loss of 0.4 db and vswr 
of 1.15. Model XLT-180 measures 
1 by 1% by % in., excluding con¬ 
nectors. Weight is 4 oz, including 
type N connectors. Similar units 
are available at L-, S- and C-band. 
Micromega Corp., 4134 DelRey Ave., 
Venice, Calif. [426] 

Turret attenuator 
covers 0 to 109 db 



A wide-range turret attenuator, 
model TA-109, covers a range of 
0 to 109 db in 1-db steps. The unit’s 
dial arrangement permits the user 
to read the attenuation setting di¬ 



good and small 


This new Couch rotary 
relay is surprisingly 
microminiature when 
you consider the rug¬ 
ged construction inside 
and the 
specifications 



SIZE. 

TERMINAL SPACING. 

RATING. 

COIL OPERATING POWER 

COIL RESISTANCE. 

TEMPERATURE. 

VIBRATION. 

SHOCK. 


.2" x .4" x .5* 

. 1/10" grid 

. . 5amp@30VDC 

. 150 mw 

60 ohms to 1,000 ohms 
... -65°C to +125°C 

.. 20 G 

. 75 G 


Write for Data Sheet No. 9 

RUGGED ROTARY RELAYS jjjfj Dynamically and Statically Balanced 

COUCH ORDNANCE INC. 

3 Arlington Street, North Quincy 71, Mass., Area Code 617, 
CYpress 8-4147 • A subsidiary of S. H. COUCH COMPANY, INC. 
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rectly. Used as a test accessory 
for attenuating r-f signals, the TA- 
109 offers the design, test, or pro¬ 
duction engineer a range of at¬ 
tenuation in a rugged, compact, 
easy-to-use unit. 

The attenuator has dual control 
on concentric shafts for unit and 
decade db selection. Separate 
overlapping transparent dials for 
each control are calibrated so that 
the setting may be read directly 
through a single window. The 
rugged unit meets many military 
specifications and is easily panel- 
mounted. It is silver plated and is 
available with BNC or TNC con¬ 
nectors. 

The TA-109 features high repeat¬ 
ability with accuracy ranging from 
0.15 to 0.5 db. Low vswr is held to 
1.25:1 at 400 Me and only 1.35:1 at 
1 Gc. Power rating is 1 w. The 
attenuator measures 3 in. diameter 
by 5% in. long, behind panel. 
Weight is 3 lb 4 oz. Price is $240; 
delivery, 90 days. 

Telonic Industries, Inc., Beech Grove, 
Ind. [427] 

Coaxial attenuator 
covers d-c to 18 Gc 



MODULES POTTED IN 

TIM0NIUM 



DUAL DECADE COUNTER 

Comprises two independent counter 
chains which can be used in a variety 
of counter modes. Basic configuration 
consists of two separate decade coun¬ 
ters with reset capability; however, for 
applications such as digital clocks, 
"divide-by” functions other than 10 can 
be provided. 


A newly developed frequency at¬ 
tenuator essentially flat from d-c 
to 18 Gc is announced. Known as 
the model 2, the device features 
low vswr and frequency sensitivity. 
The insertion loss is kept within 
±5% for both the 10 and 20 db 
values. An attenuating card, with 
a recently developed resistive film 
deposited at red heat on a ceramic 
base, in conjunction with an en¬ 
tirely new stainless steel semipre¬ 
cision type N connector, form the 
heart of the new design. The new 
connector, which mates with older 
type N fittings, had to be devel¬ 
oped before work could start on the 
attenuator. The model 2 is pres¬ 
ently available in 10 and 20 db 


■ Standard digital module families to 250 KC and 2 MC 

■ Power supplies ■ Special function boards 

■ Specialized designs at “off-the-shelf" cost and delivery 

EIVIC 



1949 GREENSPRING DRIVE • TIMONIUM, MD. 

CLearbrook 2-2900 TWX-301-252-0723 
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livability 

(an industrial location advantage) 


There's fun-filled living for you and your employes 
when you locate your plant in prosperous WESTern 
PENNsylvania. Ski on nearby slopes . . . fish for 
wary trout and bass... hunt big and small game... 
water-ski . . . listen to music by a top symphony 
orchestra ... go to art festivals, operas and straw 
hat theaters... or visit reminders of a romantic 
past. Large and small industrial sites are available, 
many on rivers and streams. There’s 
room to spread out . . . room to 
live and grow, so locate your opera¬ 
tion in WESTern PENNsylvania. 



WEST PENN POWER 

an operating unit of ALLEGHENY POWER SYSTEM 


Area Development Department, Room 5611 
WEST PENN POWER—Greensburg, Pa. 15602 
Phone: 412-837-3000 

In strict confidence, I’d like details about WESTern PENN- 
sylvama’s: □ 4-Season Livability □ Favorable Tax Climate 
□ Financing Plans □ Pre-production Training □ Industrial 
Properties and Shell Buildings 

Name_ - 

Title_. 

Company_. 

Address__ 

City_State__ 

Code_Phone_ 
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values with individual calibrations 
at d-c, 4, 8, 12, 16, and 18 Gc 
stamped on the nameplate. Price is 
$175. 

Weinschel Engineering, Gaithersburg, 

Md. [428] 


Telemetry amplifier 
uses tunnel diodes 



A new tunnel diode amplifier ex¬ 
hibits 30 db of gain in the telem¬ 
etry frequency range of 2200 to 
2300 Me. Model NC-2209 has an 
input vswr less than 1.5 and its 
noise figure is less than 3.5 db 
over this frequency range. De¬ 
signed for use in telemetry track¬ 
ing of deep space probes, the NC- 
2209 uses custom designed gallium 
antimonide tunnel diodes to realize 
the necessary high performance. 
The Micro State Electronics Corp., 152 
Floral Ave., Murray Hill, N.J. [429] 


Crystal detector 
is highly sensitive 



This crystal detector provides a flat 
frequency response of better than 
±0.5 db over a frequency range of 
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Polyolefin Shrinkable T ubing 

PENNTUBE* V 


from 

PENNSYLVANIA 
FLUOROCARBON 
| COMPANY 

2:1 shrink ratio. 
Meets 

all applicable 
specifications. 

Write for product data 
sheet and free sample 

NOW! 

JB PENNSYLVANIA 

mCJ FLUOROCARBON CO., INC. 

Holley Street & Madison Ave., 

Clifton Heights, Pa. 

Phone: (215) MAdison 2-2300 
TWX: 215-623-1577 

£*port Dept. Room 5710 Empire State Bldg. N.Y. 1, N.V. 


One source for: 

TEFLON* TFE 

Shrinkable 

(Penntube-I-E) 

•DuPont Reg. T.M. 


TEFLON FEP 

Shrinkable 

(Penntube-USMT) 

IRRADIATED 

Polyolefin Shrinkable 
(Penntube Y) 

fPenna. Fluorocaroon Reg. T.M. 
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New Ceramic Products from: 

Alumina Forsterite Zircon 

Beryllia Steatite Cordierite 

Magnesia Mullite Multiform Glass 

for Better Performance 

For Further Information please contact 

MARU BEN l-IIDA(A meric a)lnc. 

los Angeles Brancn 530 West Suth Street 
los Angeles M, Caif. MAdison 8 6271 



KYOTO CERAMIC CO., 


LTD. 


11. Haramachi. Nishinokyo. Nakagyo-ku. Kyoto. Japan. 
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10 Me to 12.4 Gc. Offering high 
sensitivity and an swr of less than 
1.4 over the entire frequency range, 
the new detector is ideally suited 
for a variety of applications such 
as power leveling, absolute and 
peak power measurements, broad¬ 
band detection and in reflectometer 
systems. Model 1001 has an output 
capacitance of approximately 30 pf. 
A power input no greater than 0.4 
mw is required to produce 0.1 v 
rectified output; square law re¬ 
sponse is within ±0.5 db from low 
level to 1 mw output power. The 
unit is 2.4 in. long, 0.8 in. in diam¬ 
eter. Price per unit is $115. Deliv¬ 
ery is in 30 days. 

Alfred Electronics, 3176 Porter Drive, 
Palo Alto, Calif. [430] 



Circulator switch 
without moving parts 


A compact, ferrite circulator switch 
has been announced. It latches 
without holding power in the nor¬ 
mal operating position. Switching 
power is required only for the alter¬ 
nate position, thus providing a fail¬ 
safe feature. High reliability is 
achieved since no moving parts are 
used. Operating life is considered 
indefinite. Typical characteristics 
for the model C35T50 switch are: 
frequency range, 5.4 to 5.9 Gc; iso¬ 
lation, 20 db minimum; insertion 
loss 0.3 db max; vswr, 1.20 max; 
coil power, 5 watts nominal; body 
dimensions, 1% by IV 2 by 1% in.; 
and weight, 6 oz. This latching type 
switch is ideally suited for antenna 
switching, phased-array steering, 
and push-to-test system calibra¬ 
tion. Similar units are available in 
other frequency ranges. 

E & M Laboratories, 7419 Greenbush 
Ave., North Hollywood, Calif. [431] 
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something he takes to lunch 

(What a climate for selling!) 
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New Production Equipment 


HOW’S YOUR 
THERMISTOR 

IQ? 


Want to learn more about these 
versatile, precision sensors? Here’s 
FREE literature to help you. 


CAPSULE THERMISTOR 
COURSE BOOK 

Ten quick, painless les¬ 
sons on precision ther¬ 
mistors, their charac¬ 
teristics, and how they 
are used. Illustrates 
basic thermistor cir¬ 
cuits, compares thermis¬ 
tors with other sensors, 
gives typical circuit de¬ 
sign calculations, etc. 

Ask for F.E.I. CAPSULE 
THERMISTOR COURSE 
BOOK. 


CAPSULE 

THERMISTOR 

COURSES 



THERMISTOR 
FACT FOLDER 

An illustrated 
booklet which de¬ 
scribes various 
thermistor types, 
including F.E.I. 
ISO-CURVE* inter¬ 
changeable ther¬ 
mistors, and how 
to apply them in 
measurement and 
control circuits. 
Ask for F.E.I. THERMISTOR FACT FOLDER. 

'MADS UNDER PAT. 3100227 AND OTHERS. 

ISO-CURVE IS A TRADEMARK OP P.E.I. 




All-purpose vacuum modules 



Electron-beam, vacuum-deposition sys¬ 
tem can be converted into other types 
of vacuum equipment by adding 
modular accessories. 

There is no universal method of 
making thin-film components and 
conductors of microcircuits. Nickel- 
chromium resistors and aluminum 
conductors, for example, are evap¬ 
orated, but tantalum, platinum and 
many oxides, nitrides and sulfides 
require sputtering. Buying enough 
equipment to cover all bets is ex¬ 
pensive. 

Materials Research Corp. expects 
to solve this problem for devel¬ 
opers and small-volume producers 
of microcircuits, semiconductor de¬ 
vices and thin-film memories, by 
supplying a vacuum system similar 
in concept to the home carpentry 
shops that boast accessories for 
sawing, turning, routing and a 
a dozen other jobs. 

MRC is offering vacuum evap¬ 
orators and about 100 modular 
components and accessories that 
convert an evaporator into systems 
able to refine, deposit and micro¬ 
scopically examine a variety of 
thin-film materials. Since there is 
no need to duplicate pumps, vac¬ 
uum collars, bell jars and other 
components, each system costs 
less. 

The new V4-EVD, an electron- 
beam, vapor-deposition system is 
the primary equipment offered by 


- 



Vacuum collar (bottom) of sputtering 
module can be fitted with other 
accessories if cathode assembly 
(center) is removed. 

MRC. This evaporator includes 
pumps, electron guns, and their 
power supply, gages, 12 or 18-inch 
vacuum collar, and accessories. It 
can be equipped with ion pumps 
and made bakeable for ultrahigh 
vacuum, and can have glass or steel 
bell jars. Cost is $7,000 to $8,000. 

Mating accessories include an 
electron-beam, floating-zone refiner 
for growing crystals and purifying 
refractory materials, an arc-melting 
furnace for materials preparation, 
electron-beam guns for heating or 
bakeout as well as materials evap¬ 
oration, a sputtering system, a field- 
ion microscope and shadowing ap¬ 
paratus for electron microscopy. 
Most of these units are versions of 
equipment previously developed by 
MRC. Prices range up to $15,000. 

Users needn’t buy the basic V4- 
EVD evaporator. The sputtering 
module is a new design that can be 
used on any vacuum evaporator, 
under the existing bell jar. The 
module’s vacuum collar, which 
holds the various feedthroughs and 
controls, is placed on the evapora¬ 
tor’s base plate. Similarly, the col¬ 
lar can be used to mate other ac¬ 
cessories to the evaporator. 

The sputtering module’s cathode 
assembly has a three-point holder 
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Announcing 

an unexpected development 
in electron tube conduction cooling 



To give you maximum design flexibility 
while simultaneously reducing equipment size 
and cost, Amperex has developed an entirely 
new conduction cooling technique for electron 
tubes. 

The key to the new technique is 
a beryllia heat-conduction block that 
is not integral to the power tube it 
serves. Indeed, its only connection 
to the tube is through an 
efficient thermal compound. 

Thus, for your design purposes, 
the size of the heat block will 
be in direct proportion to the power 
requirements you plan to place upon the tube— 
the lower the plate dissipation, the smaller 

the beryllia block 
and its heat sink. 

The position of tube 
and block in the 
chassis will be largely 
a function of your 
design-layout- 
requirements 
(rather 
than de¬ 
termining 
them as was the 
case heretofore). In the event of tube failure, 
the new Amperex cooling method means 
that the tube is all you replace, the customary 
inconvenience and additional expense of 
replacing the block being eliminated. 

In addition, the Amperex technique, like 
other conduction cooling methods, eliminates 
the cost, space and downtime normally asso¬ 
ciated with most other approaches to cooling. 



HEAT SINK 

BERYLLIA 
BLOCK 
THERMAL COMPOUND 



To implement its new technique, 

Amperex has developed a new power 
tetrode, the type 8560. 

This rugged, compact, new ceramic and 
metal tetrode derives from the “4X” tube 
series, it therefore can be counted on for 
exceptional efficiency and reliablity not 
only for the popular 50, 150 and 470Mc 
commercial communications bands, but 
for SSB and point-to-point AM and FM 
applications as well. 

The 8560 is designed for use as a high- 
efficiency RF power amplifier at frequencies 
up to 500Mc. 

As a Class C amplifier under CCS 
conditions it can produce 270 watts output at 
175Mc from 4 watts drive. The maximum 
allowable plate dissipation of the 8560 is solely a 
function of the effectiveness of the conduction 
cooling system and approaches 500 watts 
under the most ideal conditions. 


Amperex is ready 
to put its new cooling 
technique and its unique 
new power tetrode to 
work for you. Applica¬ 
tions assistance as well 
as complete data is 
available. (Data includes 
all formulas necessary for 
designing a conduction cool¬ 
ing system to fit your particular applications.) 

Wire or write: Amperex Electronic 
Corporation, Tube Division, Hicksville, 

Long Island, New York, N. Y. 11802. 

Amperex 

IN CANADA! PHILIPS ELECTRONIC DEVICES. LTD., TORONTO 17, ONT. 
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You 

can 


SEE 

why 



they’re 

Best... 


MEPCO FH Series 
Hermetically Sealed, 
6 ass Enclosed 

METAL F LM 
RESISTORS 


High reliability resistors for 
demanding requirements of 
aerospace and military electronics 
fields. Conform to MIL-R-55182. 


For complete information 
and detailed specifications, write: 


MEPCO, INC. 


Morristown, New Jersey 07960 
Phone (201) 539*2000 
TWX (201) 538-6709 


MEPCO 



MANUFACTURERS OF PRECISION 
ELECTRONIC DEVICES 


Production Equipment 


which accepts sputtering disks in 
various shapes up to 7 inches in 
diameter. The substrate holder 
takes slides up to 7 inches and is 
water-cooled. The gas feed and the 
power supply which generates the 
glow discharge in the gas are ad¬ 
justable. Two gases can be mixed. 

The module costs $2,170, or $995 
without the high-voltage power 
supply. Model number is V4-SM- 
8000. 

MRC says it can deliver V4-EVD 
systems in two to four weeks. Most 
of the accessories are in stock. 
Materials Research Corp., Orangeburg, 
N.Y., 10962. [451] 

Cutter and former 
works on house current 



Model 10 wire cutter and former 
operates from 115 v, 60 cycle 
power. It is a production lead 
chopper for transistors, capacitors, 
and trimmer potentiometers. Eco¬ 
nomical accessory dies are avail¬ 
able for all standard lead config¬ 
urations. Adjustable stops allow 
cutting to desired length. The 
standard machine is equipped with 
die plates that enable the user to 
make solid wire cut-offs for com¬ 
ponent leads, solder preforms, 
jumper wires, etc., in a wide range 
of sizes. Cutting blade and die are 
made of hardened tool steel. The 
device is rugged, and portable for 
use in laboratory or shop. 

Monarch Industries, Inc., 1121 E. El 
Segundo Blvd., El Segundo, Calif., 
90245. [452] 
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constant 

temperature 

and 

environmental 
simulation 
equipment for 

MIL SPEC 
TESTING OF 
ELECTRONIC 
PRODUCTS 



NEW LIQUID C0 2 SUB ZERO 
CABINETS... for constant tem¬ 
perature operation between 
-100* F and +300* F f with 
temp, constancy of ±0.25* F. 
Latest in a wide range of en¬ 
vironmental simulation equip¬ 
ment are the new AMINCO 
Liquid C0 2 cooled Sub Zero 
Cabinets. These cabinets feature 
a large, 30* x 24* x 24*, in¬ 
terior work space, fast pull down 
time—12 minutes from +80 
to —100° F—(with high pres¬ 
sure liquid C0 2 ) and the added 
benefit of low cost when com¬ 
pared with mechanically oper¬ 
ated units. The Sub Zero 
Cabinets are ideal for testing 
electronic products and com¬ 
ponents for compliance with 
military specifications. DRY-ICE- 
operated models also available. 



For complete information on 
these AMINCO products, write 
for Constant Temperature Cata¬ 
log 56E-6. 


THE AMINCO CLIMATE-LAB ... 
provides an environment con¬ 
trolled within ±1% R.H. and 
±1* F. AMINCO Climate-Labs 
offer precise control of tempera¬ 
ture and humidity by condition¬ 
ing the air prior to its entering 
the test chamber. 

The PC Model Climate-Lab 
(illustrated) is fitted with an au¬ 
tomatic program controller that 
permits four types of control: 

1— Constant humidity and con¬ 
stant dry-bulb temperature; 

2— Constant humidity and vary¬ 
ing dry-bulb temperature; 

3— Varying humidity and con¬ 
stant dry-bulb temperature; 

4— Varying humidity and vary¬ 
ing dry-bulb temperature. 

Other features: 9.6 Cu. Ft. test 
chamber with stainless steel in¬ 
terior, completely automatic, 
continuous operation. Type B 
Climate-Lab, without automatic 
program control, provides a con¬ 
stancy of ±%° F and ±Vz% 
R.H. 



HI-TEMP OVENS . . . feature 
stabilized, precise temperature 
control between 125* and 
1000* F. These bench-model 
ovens have electric resistance 
heaters located in all six walls 
(including door) resulting in ex¬ 
cellent temperature uniformity 
(point to point: ±4°F at 1000° 
F) throughout the chamber. 
Constancy: 0.5° F throughout 
entire range. 

WIDE-RANGE LAB BATH . . . 
provides constant temp, between 
—29* and +71* C. A general 
purpose water bath having both 
refrigerating and heating units 
for providing precisely con¬ 
trolled, constant temperature 
conditions for many test uses. 
Permits testing of parts, com¬ 
ponents, sub-assemblies and 
many complete products. 2 
sizes: 16 gal. and 50 gal. ca¬ 
pacity. 



AMERICAN INSTRUMENT CO., INC. 8030 Georgia Avenue, Silver Spring, Md. 
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Mitsubishi Photo-Conductive Cells 


For Long Life 

As with all Mitsubishi electronic com¬ 
ponents, these photo-conductive cells are 
made from only the finest materials— 
and manufactured under a quality control 
program which assures you of continu¬ 
ous, trouble-free performance. Mitsubishi 
Three Diamonds mark, Japan’s most 
famous product symbol, is your guaran¬ 
tee of top quality components. 


PHOTO-CONDUCTIVE CELLS 



PZC-3107 

A miniature slug 
type, cadmium sul¬ 
fide, low voltage cell. 
Especially applicable 
to camera equipment. 
Hermetically sealed, 
moisture proof and 
long lived. 



PZC-7103 

Especially applica¬ 
ble to automatic 
relays and automatic 
switching equipment, 
thi£ moisture proof 
cell is designed for a 
power application of 
approximately 0.3 W. 


o 


PZE-3101G 

A glass sealed, slug 
type, selenic cadmi¬ 
um cell, designed for 
photoelectric meas¬ 
uring devices, control 
circuits, non-contact 
relays etc. 


Specifications 

PZC-3107 

PZC-7103 

PZE-3101G 

Max. Rating 

Voltage (V) 

100 

200 

50 

Power (W) 

0.03 

0.3 

0.01 

Temperature (°C) 

-75—+ 60 

-75^+60 

40~ + 40 

Max. Dimension 

Thickness (inch) 

0.12 

0.32 

0.52 

Diameter (inch) 

0.37 

1.10 

0.26 

Resistance 
(at 25°C) 

100 lux 

5 K Q 

1.6 K.Q 

70 K Q 

10 lux 

20 K <J 

Cj 

00 

— 

1 lux 

80 Ki? 

40 K Q 

— 

Dark (after 30 sec) 

1 Ml? 

5 Ml? 

1,000 MO 


A 

MITSUBISHI ELECTRIC CORPORATION 

Head Office: Mitsubishi Denki Bldg., Marunouchi, Tokyo. Cable Address: MflCO TOKYO 
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New Books 


off-the-shelf, 

steel-or-aluminum, 


CHASSIS 

SLIDES 



Contact Zero-Pak and 
choose from a complete 
line of chassis slides: preci¬ 
sion steel and ball-bearing 
aluminum, in over 1000 size 
and style combinations, in 
tilt, non-tilt, and detent 
types, with load capacities 
from 50 to 275 pounds. Fin¬ 
ish the job with Zero-Pak’s 
complete line of chassis, 
printed circuit card files, 
handles, and cable re¬ 
tractors. 

Materials, processes and fin¬ 
ishes meet or exceed MIL 
specifications; Zero-Pak 
slides are approved for mili¬ 
tary installations. Write for 
Catalogs P (aluminum) and 
Q (steel). 

ONE SOURCE—ONE RESPONSIBILITY 


Zero-Pak Products 

DIVISION OF ZERO MANUFACTURING CO. 

633 NORTH FRONT STREET 'X 

BURBANK, CALIF. 91503 ( 7/i| , ft X 

TELEPHONE: (213) 849-6821 /©I® 

TWX 213-846-8455 \ fc ' 

TELEFAX RHG 
♦ Formerly Chassis-Trak Corp. 


Microwaves 

Microwave Circuits 
Jerome L. Altman 
D. Van Nostrand Co. 

Princeton, N.J., 448 pp., $15. 

This book describes passive micro- 
wave devices from an equivalent- 
circuit point of view by emphasiz¬ 
ing the use of the scattering matrix. 
The text, being mostly theoretical, 
is intended for a graduate course 
in microwave circuits. However, 
practicing microwave engineers too 
will find this book a useful review 
of important circuit concepts. 

In the introduction, equivalent 
circuits of distributed networks are 
developed. Circuit theorems are re¬ 
viewed and definitions of voltage, 
current and impedances are given. 
The introduction, though brief, is 
adequate, assuming the reader is 
familiar with field theory and 
matrix algebra. Convenient reviews 
of both are given in the introduc¬ 
tion and in an appendix. However, 
a few practical examples of the 
applications of these circuit con¬ 
cepts would have been helpful. 

The scattering matrix concept is 
presented with measurement tech¬ 
niques for obtaining the scattering 
coefficients. The presentation may 
be one of the best yet written be¬ 
cause of its clarity and complete¬ 
ness. 

The principles of the circuit 
theorems and scattering matrix are 
applied to a variety of symmetrical 
microwave circuits such as two- 
port junctions, “T” and “Y” junc¬ 
tions, directional couplers and turn¬ 
stile junctions. Scattering matrices 
for these circuits are developed 
from the symmetry by use of eigen¬ 
values and eigenvectors, which are 
also explained. This explanation of 
eigenvalues and eigenvectors is not 
as well presented as that of the 
scattering matrix. 

Circuit theory for microwave 
transmission devices such as 
matching networks, hybrids, at¬ 
tenuators, ferrite devices, cavities, 
and filters is presented in three 
chapters. Circuit performances are 
predicted from the derived scatter¬ 
ing matrices. In the cavity and fil¬ 
ter discussion the ABCD matrix is 
also used. This matrix is ade¬ 
quately discussed in an appendix. 


The chapters on cavities and filters 
are highly recommended for both 
the student and the designer. 

A brief discussion is given on 
periodically loaded lines, leading to 
the image parameter method of fil¬ 
ter design. This type of filter is 
compared to the Butterworth and 
Tchebycheff types described in the 
preceding chapter. 

The final chapter briefly presents 
the circuit theory of phase shifters, 
duplexers, discriminators, balanced 
mixers and modulators, single side¬ 
band and amplitude modulators, 
and directional filters. Following 
the final chapter are 19 diverse but 
highly useful appendices. 

These appendices include mate¬ 
rial covering the following areas: 
scattering matrices of simple net¬ 
works, low-pass filters, Q and tran¬ 
sient considerations for one-port 
cavities and two cavities in cas¬ 
cade, and carrier suppression and 
reinjection frequency discrimina¬ 
tion. 

Generally, the book is well or¬ 
ganized and clearly written. The 
author should be especially com¬ 
mended for the completeness of 
his derivations; however, there are 
some minor criticisms. There are 
several typographical errors, es¬ 
pecially in the mathematics. Sec¬ 
ondly, the author does not im¬ 
mediately prove some of his 
statements although the proof may 
be given later in the book. Finally, 
the lack of illustrative problems 
limits the use of this book as a 
text for a graduate course. 

On the whole this addititon is 
a noteworth addition to any engi¬ 
neer’s microwave library. 

Gerald Schaffner 

Motorola, Inc. 

Abstracts of the Electrochemical 
Society, Inc., Spring Meeting, San 
Francisco, May 9-13, 1965: 

1. Electronics Division, 

Volume 14, No. 1 
Lasers, Luminescence, 

Semiconductors, Color Television, 

Phosphor Screen Application 
339 pp., $5. 

2. Electrothermics and Metallurgy Division 
Volume 3, No. 1 

192 pp., $4. 

3. Electro-Organic Division 
Volume 2, 76 pp., $2. 

4. Theoretical Division 
Volume 3, 70 pp., $2. 

5. Industrial Electrolytic Division 
Volume 1, 47 pp., $2. 

6. Electric Insulation Division 
Volume 2, 88 pp., $2. 
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Opportunities for 

Design & Development Engineers 
in Electronic Signal Processing 
and Display Systems 


Design and Development activities in the 
field of Electronic Signal Processing and 
Display are rapidly expanding today at 
HUGHES Aerospace Divisions. 

Advanced development is being acceler¬ 
ated on high resolution pulse doppler 
radars and other sensors utilizing matched 
filter, synthetic array, pattern recognition 
and other exotic correlation techniques. 

Specialists will be interested in the many 
challenging and rewarding assignments 
now available in Project Engineering, Radar 
System Design, Performance Analysis, Sig¬ 
nal Processing with emphasis on synthetic 
array, Information Display, System Simu¬ 
lation and Human Factors; in Circuit, Me¬ 
chanical and Packaging Design. 


Stimulating assignments are immediately 
available for graduate Engineers with 
accredited degrees and several years of 
applicable, professional experience in one 
or more of the following areas: 

1 Highspeed Timing & Sampling Circuits 

2 Optical & Electronic Moving Maps 

3. Ultrahigh Speed Film Development 

4. Wideband Video & IF Amplifiers 

5. Mixers & Balanced Modulators 

6. High Precision CRT Circuitry 

7. Scan Converters Storage Tubes 
8 Aerospace System Simulation 

9. Multisensor Data Display 
10. Precision Film Transport 

All interested persons are invited to submit 
resumes in confidence. 


For immediate consideration 
please write: 

Mr. Robert A. Martin 
Head of Employment 
HUGHES Aerospace Divisions 
11940 W. Jefferson Blvd. 
Culver City 9 , Calif. 

Creating a new world with electronics 

[ HUGHES ' 

i_ 

HUGHES AIRCRAFT COMPAN 

AEROSPACE DIVISIONS 

An equal opportunity employer 

U. S. CITIZENSHIP REQUIRED 
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Looking for 
PROFIT? 


The facts favor \ 

NEBRASKA 

Sample the 
facts in a 

free 

booklet. 

Also ask for any specific data on taxes, 
population, work laws, resources, 
power, financing. If the information 
you want about Nebraska is not at 
hand, we’ll research it for you. 



j CONSUMERS POWER DISTRICT 

J Community Development Dept. 

I 1401 0 Street, Lincoln, Nebraska 68508 I 

I Please mail free booklet "Look into Nebraska" to 

I NAME___I 

I ADDRESS_I 

I CITY_ I 

I STATE_ ZIP_ I 

(Please attach specific requests for other data) I 
Circle 196 on reader service card 


Reprint order form 

Send to: Electronics Reprint Dept. 
330 West 42nd Street 
New York, N. Y. 10036 

For listing of reprints available see 
the reader service card. 

To help expedite mailing of your 
reprints please send cash, check or 
money order with your order. 

For reprints of the latest special 
report: 

Communications on Gemini 

Send me reprints of key no 
R-73 at 500 each. , 

For reprints of previous special 
reports fill in below: 

Send me.reprints of key 

no.(s) at.0 each. 

For prices see the reader service 
card. 

Name . 

Number & Street . 

City, State ... 

Zip code . 


New Books 


Recently published 

Digital Computers in Action, A.D. Booth, 
Pergamon Press, 146 pp., $1.90. 

Systems Contracting, American Management 
Association, 39 pp., $2.25. 

Quarterly Progress Report, No. 77, H.J. 
Zimmermann, G.C. Harvey, Massachusetts 
Institute of Technology, 427 pp. 

Principles of Electrical Engineering, V. Del 
Toro, Prentice-Hall, Inc., 775 pp., $17. 

Space Probes and Planetary Exploration, 

W. Corliss, D. Van Nostrand Co., 542 pp., 
$7.75. 


Foundations of Trainable Pattern-Classifying 
Systems, Learning Machines, N.J. Nilsson, 
McGraw-Hill Book Co., 137 pp., $10. 

System Engineering Handbook, R.E. Machol, 
W.P. Tanner, Jr., and S.N. Alexander, 
McGraw-Hill Book Co., 1,054 pp., $29.50. 

Worked Examples in Electronics and 
Telecommunications, Problems in Electronics, 
Vol. 1, B. Holdsworth and Z.E. Jaworski, lliffe 
Books Ltd., London, 209 pp., $3.50. 

Worked Examples in Electronics and 
Telecommunications, Problems in Electronic 
Theory and Communications, Vol. 2, B. 
Holdsworth and Z.E. Jaworski, lliffe Books 
Ltd., London, 134 pp., $3.25. 

Introduction to Electric Circuits, Second 
Edition, H.W. Jackson, Prentice-Hall, Inc., 

554 pp., $14. 

The Marconi Review, First Quarter 1965, 

L.E.Q. Walker, Editor, 104 pp., $1.40. 

Power Traveling-Wave Tubes, G.F. Gittins, 
American Elsevier Publishing Co., 276 pp., 
$ 10 . 

Automatic Control Systems Engineering, Vol. 

I: Control Systems Engineering, A.W. Langill, 
Jr., Prentice-Hall, Inc., 376 pp., $16. 

Automatic Control Systems Engineering, Vol. 
II: Advanced Control Systems Engineering, 
A.W. Lingill, Jr., Prentice-Hall, Inc. 

391 pp., $16. 

The Founder’s Touch, H.M. Petrakis, 
McGraw-Hill Book Co., 240 pp., $4.95. 


Field-Effect Transistors, L.J. Sevin, Jr., 
McGraw-Hill Book Co., 130 pp., $10. 

Technical Dictionary of Television Engineering 
and Electronics, Peter Neidhardt, The 
Macmillan Co., 340 pp., $20. 

Handbook of Vacuum Physics, A.H. Beck, The 
Macmillan Co., 178 pp., $6. 

Design Theory and Data for Electrical Filters, 
J.K. Skwirzynski, D. Van Nostrand Co., 701 
pp., $29.50. 

Principles of Automation; What a Robot Can 
and Cannot Do, J.F. Schun, D. Van Nostrand 
Co., 380 pp., $12.50. 

Modern Control Systems Theory, C.T. Leondes, 
McGraw-Hill Book Co., 486 pp., $17.50. 

From Semaphore to Satellite, International 
Telecommunication Union, 

Geneva, Switzerland, 343 pp., $9.50. 

Photoelectronic Materials and Devices, Simon 
Larach, D. Van Nostrand Co., 434 pp., $12.00. 



LAMO-LUME 

PURE FUSED QUARTZ 

LAMP ENVELOPE 

The envelope features rugged, unitized 
construction of great dimensional accu¬ 
racy, that is produced by centering a cy¬ 
lindrical quartz tube within a second tube 
of larger diameter. The annular space be¬ 
tween the tubes becomes a helical coil as 
a special high temperature burner fuses 
inner and outer tubes together along a 
narrow helical path. 

Excellent for outdoor lighting, Ultra-violet 
irradiation, laboratory heat exchangers, 
laser pumping, photography and Xenon 
lamps to provide light intensities many 
times brighter than the sun. 

Comes in lengths up to 30 inches and in 
diameters of greater than 1 inch, has high 
chemical purity, low thermal shock, and 
operates indefinitely up to 1050°C. 

Write for details. 


ITREOSI 


THERMAL AMERICAN 

FUSED QUARTZ CO. 

RT. 202 & CHANGE BRIDGE RD 
MONTVILIE, NEW JERSEY 
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You can figure on designing more compact products. As 
a matter of fact Globe has developed 2 new MIL spec 
motors —one for a.c. called Type CC, and one for d.c. 
named VT. Both motors are only %" in diameter, weigh 
l l / 2 ounces. Type VT uses a system of planetary gearing 
that multiplies torque up to 50 oz. in. 

Choices for designers are fantastic; we have 83 standard 
gear ratios. Type VT can be wound for any voltage up to 
50 v.d.c., and we can furnish them with speed governors. 
Type CC is a hysteresis synchronous motor. And if you 
need a smaller or larger power unit, come to the can-do 
manufacturer. Request Bn. 58. 



TYPE VT-Produces .0025 HP in the 8,000 to 17,000 rpm range. Size: 5 /s" x 
l 3 /8" long. 1.48 oz. To 50 v.d.c. Planetary gearing in 83 ratios. 

TYPE CC-Produces .07 oz. in. max. sync, torque. Size: 5 /a" x Hf 6 " long. 1.5 
oz. 26 v.a.c. (115 v.a.c. with series capacitor), 2 or 4 poles, 400 cycles. 


GLOBE 


Globe Industries, Inc., 2275 Stanley Avenue 
Dayton, Ohio 45404. U.S.A., Tel : 513 222-3741 

Circle 228 on reader service card 


THE MOST SELF-CONTAINED READOUT EVER DEVELOPED! 



IEE BINA-VIEW®: BINARY INPUT, SELF-DECODING, 
ALPHA-NUMERIC READOUT WITH MEMORY 

Bina-View takes any binary code up to six bits and translates it 
into bright, readable numbers and/or letters. 41-message capac¬ 
ity permits additional display of colors, symbols, words. Auto¬ 
matic memory retains last message displayed after signal and 
set-pulse power have been removed. Optional contact closures 
provide storage of input for subsequent electrical readout of 
original binary input. 


BINA-VIEW OFFERS THESE ADDITIONAL FEATURES: 

■ LONG UNIT LIFE. Certified for 20,000,000 operations. Uses 
new extra-brightness lamp, replaceable in 30 sec. 

■ FLOATING DECIMAL POINTS available from separate lamp 
circuit. 

■ LOW POWER. Requires only 100 mw per bit. 

■ BRIGHT, READABLE CHARACTERS appear entirely in a single 
plane on non-glare Lucite viewing screen. Characters up to l 3 /a" 
high; any style you specify. 

■ COMPACT. Bina-View is only 3%" H, 1%" W (without mount¬ 
ing brackets), 7" D. 


SEND FOR COMPLETE INFORMATION ABOUT BINA-VIEW AND 
OTHER IEE READOUTS J 



0X965 IE£ 


INDUSTRIAL ELECTRONIC ENGINEERS, INC. 

7720 Lemona Avenue • Van Nuys, California 
Phone: (213) 787-0311 • TWX (213) 781-8115 

Representatives in Principal Cities 


NEW! from VULCAN 



MINIATURE HEATER/THERMOSTATS 


Now! The Vulcan Thunderbolt Cartridge Heater and the Vul¬ 
can Cal-Stat Thermostat in Vi" diameter x IV 2 " long ... ideal 
for difficultand critical thermal systems. Thunderbolt delivers 
up to 100 watts/sq-inch under ideal conditions, has stainless 
steel case, is available for either llOv or 220v. Vulcan Cal-Stat 
is shell sensitive type with —100°F to -|-500 o F range, inherent 
sensitivity of 1°F, slotted screw for full range adjustment. 
Both heater and thermostat available with any hardware or 
environmental “package" required by application. 

Simplify your design problems ... by using these Vulcan 
miniatures — send for complete details, today. Application 
assistance also available, with results assured because of 
single-source thermal systems. Vulcan Electric, 88L Holten 
St., Danvers, Mass. 
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Technical Abstracts 


YIG-tuned paramp 

An electrically tuned 
parametric amplifier 

K.L. Kotzebue, University of California, 
Santa Barbara, and L.B. Fletcher, 
Watkins-Johnson Co., Palo Alto, Calif. 

A parametric amplifier is a device 
that normally can be tuned only 
over relatively restricted frequency 
ranges. One basic reason for this 
tuning difficulty is the fact that 
several simultaneous frequencies of 
importance exist. In addition to the 
signal frequency, a pump frequency 
and one or more sum or difference 
frequencies must be considered. 

In the construction of an elec¬ 
tronically tunable paramp, a variety 
of approaches can be used. Some 
of these are: 

■ Use of a fixed-tuned broadband 
signal circuit, an electrically tun¬ 
able pump source and a fixed-tuned 
difference or sum frequency cir¬ 
cuit. This has the disadvantage of 
requiring a complex pump source. 

■ Use of a fixed-tuned broadband 
signal circuit, a fixed-tuned pump 
and an electronically tunable dif¬ 
ference or sum frequency circuit. 
This method is necessarily limited 
by the signal circuit bandwidth. 

■ Use of an electronically tunable 
signal circuit, a fixed-tuned pump 
and an electronically tunable dif¬ 
ference or sum frequency circuit. 
This is the most difficult technique, 
requiring simultaneous tuning and 
tracking of two resonant circuits, 
but potentially the method has the 
widest tuning range because its 
tuning is not dependent upon a 
fixed circuit resonance. 

The authors describe a tunable 
paramp using the last approach. It 
is unique in two respects: not only 
is the amplifier electrically tuned 
through the use of yttrium iron 
garnet (YIG) resonators, but useful 
low-noise performance is achieved 
over a tuning range of almost one 
octave. 

The amplifier is of the negative 
resistance, nondegenerate type, us¬ 
ing a varactor diode for the non¬ 
linear reactance. The signal circuit 
operates in S band with a fixed- 
tuned pump at 17 gigacycles. Two 
YIG resonators are coupled to the 


diode to form the tunable resona¬ 
tor circuits at the signal and idler 
frequencies. Separate magnetic 
bias circuits are used to tune the 
signal and idler circuits with 
proper tracking assured by the as¬ 
sociated tuning control circuitry. 

Noise figures between 2.1 and 4.1 
db have been achieved over the 
range of 2.2 to 4 Gc, at approxi¬ 
mately 25 db of gain. 

Presented at the 1965 Microwave Theory 
and Techniques Symposium, Clearwater, 

Fla., May 5-7. 


Four-mode switch 

Four-bit latching ferrite switch 
D. H. Landry and W. C. Passaro, 

Sperry Microwave Electronics Co., 
Clearwater, Fla. 

Fast switching, light weight, mini¬ 
mal drive requirements and no 
bulky external magnets are some 
of the significant characteristics of 
latching ferrites which may be used 
in a variety of solid state micro- 
wave devices. 

This paper deals with the ap¬ 
plication of latching ferrites to a 
novel approach for combining 
polarized input signals. Vertical, 
horizontal, right circularly polar¬ 
ized or left circularly polarized in¬ 
put signals are combined at a com¬ 
mon output by choosing the bit 
states of a four-bit latching ferrite 
switch. The heart of the device is 
a fast switching, phase-stable, tem¬ 
perature-controlled, 90° latching 
bit with low insertion loss. 

The development of a 90° latch¬ 
ing bit, and of the subsequent 
switch assembly, depends in great 
measure upon the proper selection 
of a ferrite material—namely, one 
that combines a high remanence 
ratio, low loss tangent, minimum 
coercive force, and a proper selec¬ 
tion of saturation magnetization 
for the required frequency of op¬ 
eration. 

When each of the factors above 
is considered, the materials search 
is narrowed down to the gadolin¬ 
ium-aluminum substituted yttrium- 
iron garnet family. 

Since differential phase shift is 
a function of ferrite configuration, 
as well as ferrite selection, it is 


ARNOLD 

ORDER DIRECT- 
PERFORMANCE GUARANTEED 


100°C MICROMINIATURE 
DC CONVERTER 

UP TO 5KV OUTPUT! 

Size: Only 2%" x l 7 /a" x 5 /i" Thick 
Weight: 4 Oz. 

Model Output Output Price Ea. 

No. VOC Ma. 1-9 

SMU-.003 3 750 $185.00 

SMU- 1 100 30 165.00 

SMU 2.5 2.5KV 1.2 245.00 

SMU 5 5.0KV 0.6 295.00 

Input: 25-30VDC. Output Adjustable 
+5% -10%. Line Regulation: .3%. 

Ripple: .3% (RMS). Short Circuit, 

Transient and Reverse Polarity protection. AC Out¬ 
put Model SMV also available. Delivery from 
Stock. 

Circle 246 on reader service card 



40 WATT DC-DC CONVERTER 

8 MODELS—6.3V TO 5KVDC OUTPUT 

—senses overvoltage and current in MILLISECONDS! 

Model Output Output Price Ea. 

No. VDC Current 1-9 

SHU-6.3 6.3 5.0 Amps $159.00 

SHU-300 300 133 Ma. 162.00 

SHU-1000 1000 40 Ma. 198.00 

SHU-5000 5000 8 Ma. 378.00 

SIZE: 31/2 x 3V 2 x lVe" Thick— Weight: 26 Oz. In¬ 
put: 28 ±2.0 VDC. Output Adjustable -f-5%-10%. 
Load Regulation: l%-4% Typical Ripple: 0.2% (of 
Eout) Max. Delivery from Stock —Special Voltages 
—2 Weeks ARO. 

Circle 247 on reader service card 



MINIATURIZED HIGH VOLTAGE 

CONVERTER - .44KV/Cubic Inch 

Eight models: from 6KVDC at 
5MA to 20KVDC at 1.5MA. For 
CRT, TWT, Klystron. Size: 31 / 2 " 
x 43/ 4 " x 23/ 4 ". Weight: 59 oz. 


Model 

Output 
Volts DC 

Output 

Current 

Ripple 

VRMS 

Price Ea. 

SFU-6 

6K 

5 Ma 

18 

$295.00 

SFU-10 

10K 

3 Ma 

30 

420.00 

SFU-16 

16K 

1.8 Ma 

48 

650.00 

SFU-20 

20K 

1.5 Ma 

60 

890.00 


Bulletin SFU 

Circle 248 on reader service card 



STATIC TIME DELAY RELAY 

Size 1-15/16" x 17/32" x 
15/16" high. Delays applica¬ 
tion of DC voltage from .5 to 
60 seconds. Hermetically sealed 
Input: 20 thru 30 VDC. Output: 

1.5 V less (max.) than input 
@ 3A (max.). Temperature 
range: -10°C to 71°C. Wgt.: 

1 oz. Delivery: Stock to 14 
days ARO. 

Price: $68.00 Bulletin RST 

Circle 249 on reader service card 



INQUIRIES FROM DISTRIBUTORS INVITED! 

ARNOLD § MAGNETICS] 

ARNOLD MAGNETICS CORP. 



6050 W. Jefferson Blvd., Los Angeles, Calif. 90016 
Telephone: 837-5313; 870-6284 (213) 

TWX: 213-836-0430 
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Chula Vista, California 

9 Miles South of San Diego 


Established in 1940, Rohr has diversi¬ 
fied from its basic product line of air¬ 
craft components into such products 
as large steerable antennas, rocket- 
motor liners and nozzles, and modular 
housing structures. Rohr is a leader in 
numerical control equipment. Design¬ 
ing our machines is traditional here. 


ELECTRONICS 

ENGINEERS 


Backgrounds should include an 
EE degree and hardware-ori¬ 
ented design and development 
experience in solid state circuits, 
digital logic techniques, and 
servo-mechanisms. 

Positions at the Senior Engineer¬ 
ing level are available. Numeri¬ 
cal control experience is desira¬ 
ble, but a high degree of interest 
in the field is even more impor¬ 
tant. 




For a prompt interview, please forward a complete 
background summary to Mr. N. DeWitt, Professional 
Placement Supervisor, Dept. 64, Rohr Corporation, 
Chula Vista, California. 



Main Plant and Headquarters: Chula Vista, Califor¬ 
nia; Plant: Riverside, California; Assembly Plants: 
Winder, Georgia; Auburn, Washington. 

An Equal Opportunity Employer 


Technical Abstracts 


equally important, therefore, that 
the proper size and geometry be 
selected—in this case a rectangular 
toroid. The length and cross-sec¬ 
tional area of the toroid wa$ op¬ 
timized to provide a minimum 
variation in differential phase shift, 
with changes in frequency. More 
specifically, each latching bit in a 
waveguide assembly was able to 
produce a differential phase shift 
of 90° ±4° from 5,400 Me to 5.900 
Me. 

The high concentration of a di¬ 
electric (toroid), at the center of the 
waveguide, suggests the possibility 
of generating higher-order modes. 
To guard against these unwanted 
modes, mode suppressors were in¬ 
cluded on both sides of the toroid. 
These were brazed into the wave¬ 
guide walls as an integral part of 
the waveguide assembly. 

Dielectric stepped transformers 
were designed to match the toroid 
to the waveguide. The vswr thus 
obtained was less than 1.2 across 
the entire frequency range of 5,400 
to 5,900 Me. However, it was found 
that the slightest air gap at the 
interface of the longitudinal dimen¬ 
sion of the toroid and the top and 
bottom walls of the waveguide 
greatly compounds the matching 
problem. Therefore, extreme care 
must be taken when inserting the 
ferrite toroid into the waveguide to 
assure good contact. Further re¬ 
finement of the impedance match 
is accomplished by transformer 
positioning at the leading and far 
edges of the toroid. 

Input signals arriving at ports 
A and B of the switch first pass 
through a set of 90° latching bits 
and then into a 3-db hybrid. The 
power is divided at the 3-db hybrid 
and progresses through a second 
set of latching bits into a folded 
hybrid tee. The bit states are so 
arranged that the power is com¬ 
bined in the folded hybrid tee and 
is transmitted out port C. A choice 
of transmission paths is provided 
by four possible latching modes. 
The unit operates over the fre¬ 
quency range of 5400 Me to 5900 
Me at input power levels of 10 
watts peak. 

Presented at the 1965 Microwave Theory and 
Techniques Symposium, Clearwater, Fla., 

May 5-7. 


FREE SAMPLE 

ECCOSHIEir IF 
Magnetic-Electric Shield 



Eccoshield® TF is high permeability 
metal foil which can be cut and 
wrapped around components for 
high insertion loss. Thickness from 
1 to 6 mils; width to 6". Also 
used to seal joints in shielded cham¬ 
bers and cabinets. 

Sample and literature is yours. 

Write or use Reader Service Card. 

EMERSON & CUMING, INC. 





v 


CANTON, MASS. 

604 W. 182nd St. 
Gardena, Calif. 

9667 Allen Ave. 
Rosemont, III. 
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Reprint order form 

Send to: Electronics Reprint Dept. 
330 West 42nd Street 
New York, N. Y. 10036 

For listing of reprints available see 
the reader service card. 

To help expedite mailing of your 
reprints please send cash, check or 
money order with your order. 

For reprints of the latest special 
report: 

Uninjunction Transistor 

Send me reprints of key no 
R-74 at 500 each. 

For reprints of previous special 
reports fill in below: 

Send me reprints of key 

no.(s) at 0 each. 

For prices see the reader service 
card. 

Name . 

Number & Street. 

City, State 
Zip code 
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Employment Electronics Opportunities 

QUALIFICATION FORM 

_FOR POSITIONS AVAILABLE_ 

ATTENTION: Engineers, Scientists, Physicists 

This Qualification Form is designed to help you advance in the electronics industry. It is 
unique and compact. Designed with the assistance of professional personnel manage¬ 
ment, it isolates specific experience in electronics and deals only in essential background 
information. 

The advertisers listed here are seeking professional experience. Fill in the Qualification 
Form below. 


Strictly Confidential 

Your Qualification Form will be handled as "Strictly Confidential" by Electronics. Our 
processing system is such that your form will be forwarded within 24 hours to the proper 
executives in the companies you select. You will be contacted at your home by the 
interested companies. 


What To Do 

1. Review the positions in the advertisements. 

2. Select those for which you qualify. 

3. Notice the key numbers. 

4. Circle the corresponding key number below the Qualification Form. 

5. Fill out the form completely. Please print clearly. 

6. Mail to: Classified Advertising Div., Electronics, Box 12, New York, 

N. Y. 10036. 

COMPANY 

PAGE 

KEY # 

ATOMIC PERSONNEL, INC. 

Phila.. Pa. 

203 

1 

FORD MOTOR CO. 

Philco Techrep Div. 

Fort Washington, Pa. 19034 

166* 

2 

GENERAL DYNAMICS 

Electronics 

Rochester, NY 

165* 

3 

GENERAL ELECTRIC CO. 

Syracuse, NY 

202 

4 

LOCKHEED MISSILES & SPACE CO. 

Sunnyvale, Calif. 

182 

5 

MOTOROLA, INC. 

Chicago, Illinois 

165* 

6 

ROHR CORP. 

Chula Vista, Calif. 

200 

7 

SPERRY RAND CORP. 

Univac Div. 

St. Paul, Minn. 

* These advertisements appeared in the May 31st issue. 
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(cut here) 


(cut here) 

Electronics Weekly Qualification Form For 

Positions 

Available 

(Please type or print clearly. Necessary for reproduction.) 

Personal Background 

Name . 



Home Address . 

City . Zone. State 

Home Telephone . . 


Education 

Professional Degree(s) . 

Major(s) . 

University 

Date(s) 


Fields of Experience (Please 


□ Aerospace 

□ Antennas 

□ ASW 

□ Circuits 

□ Communications 

□ Components 

□ Computers 

□ ECM 

□ Electron Tubes 

□ Engineering Writing 


□ Fire Control 

□ Human Factors 

□ Infrared 

□ Instrumentation 

□ Medicine 

□ Microwave 

□ Navigation 

□ Operations Research 

□ Optics 

□ Packaging 


Check) 

□ Radar 

□ Radio—TV 

□ Simulators 

□ Solid State 

□ Telemetry 

□ Transformers 

□ Other 

□ . 

□ . 

□ . 


6/14/65 


Category of Specialization 
Please indicate number of months experience on proper lines. 

Technical Experience Supervisory Experience 
(Months) (Months) 

Research (pure, fundamental, basic) . . 

Research (Applied) . . 

Systems (New Concepts) . . 

Development (Model) . . 

Design (Product) . . 

Manufacturing (Product) . . 

Field (Service) . . 

Sales (Proposals & Products) . . 


Circle Key Numbers of Above Companies’ Positions That Interest You 
1 2 3 4 5 6 7 8 9 10 11 12 13 14 15 


memory development engineers 

We’ve made 
a practice 
of good 
ideas. 


Our staff has had plenty of them. 
That’s how we've stacked up all 
the "firsts” behind our name. 
(First magnetic element used in 
computers, first commercial mag¬ 
netic core memory, fastest ferrite 
memory system to date, first mag¬ 
netic thin film memory in use, 
delivery of first time-limited par¬ 
tial switching core memory.) 

If your thinking is as good, you 
can make it count. At UNIVAC- 
St. Paul, laboratory research con¬ 
stantly nourishes design and de¬ 
velopment efforts. It produces not 
only "hows,” but "whys.” A re¬ 
cent example is in multi-aperture 
core behavior. 

Look what is being done right now 
in memory development using 
multi-aperture core techniques. 
We came up with an analog mag¬ 
netic storage device —a practical 
application of time-limited, partial- 
switching representing significant 
technical progress in the field of 
simplified analog recording 
through the use of discrete mag¬ 
netic elements. Transient effects 
are received as analog data and 
stored for later read-out. 

There are several other advanced 
development programs which 
show the same pioneering spirit. 
Our minimum employment re¬ 
quirements are a BS in Engineer¬ 
ing or Physics and 2 or more years 
experience in memory develop¬ 
ment including traditional ferrite 
core configurations, multi-aper¬ 
ture cores (Biax, Transfluxor) 
and/or thin films. A concentra¬ 
tion on advanced development 
and advanced manufacturing is 
particularly desired. Send a re¬ 
sume at once to Mr. R. K. Patter¬ 
son, Employment Manager, Dept. 
F-17, UNIVAC Division of Sperry 
Rand Corp., Univac Park, St. Paul, 
Minn. 55116. An Equal Opportu¬ 
nity Employer. 


UNIVAC 

BIVIIIONOFIPIRNV RAND CORPORATION 
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Engineering career opportunities 

He your career 
to the world’s 
most advanced > 


GENERAL Kf ELECTRIC 


Investigate your career now 
in missile-defense radar; ad¬ 
vanced sonar engineering at 
General Electric. 

G.E.'s Heavy Military Electronics 
Dept.—whose capabilities include the 
design, development and fabrication 
of the world’s largest and most ad¬ 
vanced ASW and radar systems—an¬ 
nounces long-term career openings 
for continuing contributions to large 
military contracts. 

HMED offers you stability based on 
its broad capability for handling 
large programs and the experience 
that goes with front-rank perform¬ 
ance on this decade’s most advanced 
projects. Your growth is tied to that 
of a lean, highly professional engi¬ 
neering group backed by top-flight 
facilities —both within HMED and 
throughout General Electric. 

At G.E., you’ll be treated as a pro¬ 
fessional who’s expected to handle 
well-defined, delegated responsibility. 
In most instances you’ll deal directly 
with your customer’s organization. 

You will be given every opportunity 
to develop yourself professionally 
through continuing Company-taught 
courses and advanced tuition-paid 
study at nearby Syracuse University. 
And, in the course of your work, you'll 
have access to information developed 
by other G.E. facilities throughout the 
country. 

WHY NOT MATCH YOUR EXPERIENCE AND 
CAREER DESIRES AGAINST THESE REQUIRE¬ 
MENTS? 

SONAR: Advanced Sonar Engineers,- Array 
Beamformer and Signal Processing Develop¬ 
ment Engineers; Digital Logic Engineers; 
Sonar Solid-state Circuit Design; Transduc¬ 
er Development; Solid-state Transmitter 
Development; Pattern Recognition Analysis; 
Adaptive Filtering Research; Display De¬ 
velopment; Propagation Analysis; Sonar 
Subsystem Development. 

RADAR: Monitor and Control Analysis Engi¬ 
neers; Digital Control Eqpt. Engineers; Micro- 
wave Component Design Engineers; Con¬ 
sultant, Circuit Design and Development; 
Instrumentation Circuit Engineers; ME’s 
for Signal Processing Modules; Consultant, 
Array Radar Subsystem Requirements. 

INVESTIGATE NOW! For full informa¬ 
tion, send a resume of your experi¬ 
ence in confidence to J. L. Wool, 
Professional Placement, Heavy Mil¬ 
itary Electronics Dept., Section T-48, 
General Electric Co., Court St., Syra¬ 
cuse, New York. 

177-65 

An Equal Opportunity Employer 







EMPLOYMENT OPPORTUNITIES 

The advertisements in this section include all employment opportunities— 

executive, management, technical, selling, office, skilled, manual, etc. 

Look in the forward section of the magazine for additional Employment 

Opportunities advertising. 

- RATES - 

DISPLAYED: The advertising rate is $52.00 per inch for all advertising 
appearing on other than a contract basis. Contract rates quoted on 
request. 

An advertising inch is measured 7 / q " vertically on a column—3 columns— 
30 inches to a page. 

Subject to Agency Commission. 

UNDISPLAYED: $2.70 per line, minimum 3 lines. To figure advance pay¬ 
ment count 5 average words as a line. Box numbers—count as 1 line. 

Discount of 10% if full payment is made in advance for 4 consecutive 
insertions. 

Not subject to Agency Commission. 

Send new ads to: 

ELECTRONICS 

Class. Adv. Div., P.O. Box 12, N.Y., N.Y. 10036 




:e-paid 

WRITE — 

Use our confidential application 
for professional, individualized 
complete national 
mployment 

PERSONN 
1518 Walnut St., 


ADDRESS BOX NO. REPLIES TO: Box No. 
Classified Adv. Div. of this publication. 

Send to office nearest you. 

NEW YORK. N. Y. 1003G: P. O. Box 12 
CHICAGO, III. GOGH: 61,5 N. Michigan Ave. 

SAN FRANCISCO , Cal. 9/,ill: 255 California St. 


POSITION VACANT 


Communications Engineer—Excellent oppor¬ 
tunity for advancement with large midwest- 
ern gas and electric company. B.S.E.E. 
required. Experience in a Utility Communi¬ 
cations Section desirable but not necessary. 
Must be experienced in system design and 
operation of mobile radio systems and micro- 
wave networks. Should be familiar with car¬ 
rier systems, utility relay practices, super¬ 
visory control and telemetric equipment. Will 
be responsible for all company communica¬ 
tions systems. Salary open but commensurate 
with qualifications and experience. Send com¬ 
plete resume detailing experience, personal 
data, and salary requirements to P-6624, 
Electronics. 


SPECIAL SERVICES 


Nameplates, Decals. Hard-Hat Labels, Tool 

checks. Signs of all kinds. Free catalog. Seton 
Corp., Dept. Elec, New Haven 15, Conn. 



SEARCHLIGHI SECTIONI 


• CLASSIFIED ADVERTISING 
BUSINESS OPPORTUNITIES 
USED OR SURPLUS EQUIPMENT 








ELECTRON TUBES 1 

1-1 ! 

Ti 



KLYSTRONS • ATR & TR • MAGNETRONS 
SUBMINIATURES • C.R.T. • T.W.T. • 5000- 
6000 SERIES 

• SEND FOR NEW CATALOG A2 • 

A & A ELECTRONICS CORP. 

1063 PERRY ANNEX 
WHITTIER. CALIF. 

696-7544 


CIRCLE 952 ON READER SERVICE CARD 


SMALL AD but BIG STOCK 

of choice test equipment 
and surplus electronics 
Higher Quality—Lower Costs 
Get our advice on your problem 
ENGINEERING ASSOCIATES 
434 Patterson Road — Dayton 19, Ohio 


CIRCLE 953 ON READER SERVICE CARD 


Color DIAL TELEPHONES $10.95 


Factory rebuilt Western Electric 
In white, beige, ivory, pink, green, 
or blue. If 4 prong plug is re¬ 
quired add $2.00. Fully guaran¬ 
teed. Write for free list. All 
shipments FOB. 

SURPLUS SAVING CENTER 
Dept. E-6145 
Waymart. Pa. 


Complete 



CIRCLE 954 ON READER SERVICE CARD 


“Searchlight” 

is 

Opportunity Advertising 

—to help you get what you want—to 
help you sell what you no longer need. 

Take Advantage Of It 

For Every Business Want 
"THINK SEARCHLIGHT FIRST" 


SOLID STATE TIMING RELAYS 

ADJUSTABLE TIME DELAY • ALL 28VDC ALL 4PDT 


Time-Sec. 


Mfgr. & No. 

Operate 

Release 

Stk.# 

Each 

Wheaton E361A 

0.05-1.1 

0.01 

R5406 

37.50 

Haydon A31892 

0.05-1.1 

0.025 

R4027 

37.50 

Wheaton E617A 

0.05-1.25 

0.015 

R4404 

37.50 

Haydon B31893 

0.9-16.0 

0.015 

R4277 

37.50 

Wheaton E617B 

1-15 

0.015 

R5432 

37.50 

Wheaton E361B 

1-15 

0.015 

R5462 

37.50 

Wheaton E361C 

5-150 

0.001 

R5409 

37.50 

Haydon A31894 

14-150 

0.015 

R4402 

37.50 

Wheaton E617D 

23-330 

0.015 

R4279 

37.50 

Wheaton E361D 

50-300 

0.01 

R5407 

37.50 

Haydon A31895 

60-300 

0.015 

R4154 

37.50 

Wheaton E361E 

150-2000 

0.01 

R5433 

37.50 

Haydon A31896 

300-2000 

0.015 

R4074 

37.50 

Haydon B31801 

0.015 

0.05-1.0 

R5463 

37.50 

Wheaton E366A 

0.015 

0.05-1.0 

R5408 

37.50 

Haydon B31802 

0.015 

300-2000 

R5434 

37.50 




has over 
2,000,000 
RELAYS in 
20,000 dif¬ 
ferent types 
. . . Most makes. 
Your relay 
problems are 
elementary 
to us. Send 
for latest 60- 
page free il¬ 
lustrated cat¬ 
alog #E which 
describes the 
largest inventory 
of relays in 
the world. 


Our modern facilities permit immediate delivery of production quantities. We are 
equipped to assembly, adjust any type of relay. Average shipment made within 
48 hours. Orders requiring coil and frame assembly, special testing or adjust¬ 
ment are shipped within one week to ten days. 

Satisfaction is on the other end of your telephone" 
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RELAY CORP. 


42 WHITE ST., NEW YORK 13, N. Y. • WAlker 5-6900 
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SEARCHLIGHT SECTION 


AUTOTRACK ANTENNA MOUNT 


360 degree azimuth, 210 degree elevation sweep 
with better than 1 mil. accuracy. Missile velocity 
acceleration and slewing rates. Amplidyne and servo 
control. Will handle up to 20 ft. dish. Supplied 
complete with control chassis. In stock—immediate 
delivery. Used world over by NASA, USAF. TYPE 
MP-61 B. SCR-584. NIKE AJAX mounts also In 
stock plus several airborne trackers. 


SCR 584 AUTOMATIC TRACKING RADARS 

Our 584s in like new condition, ready to go, and in 
stock for immediate delivery. Ideal for telemetry 
research and development, missile tracking, satellite 
tracking, balloon tracking. Used on Atlantic Missile 
Range, Pacific Missile Range, N.A.S.A. Wallops 
Island. A.B.M.A. Write us. Fully Desc. MIT Rad. 
Lab. Series. Vol. 1, pps. 207-210, 228, 284-286. 
Compl. Inst. Bk. avail. $25.00 each. 


PULSE MODULATORS 


MIT MODEL 9 PULSER 

1 MEGAWATT-HARD TUBE 

Output 25 kv 40 amp. Duty cycle. .002. Pulse lengths 
.25 to 2 microsec. Also .5 to 5 microsec. and .1 to .5 
microsec. Uses 6C21. Input 115v 60 cycle AC. Mfr. 
GE. Complete with driver and high voltage power sup¬ 
ply. Ref: MIT Rad. Lab. Series. Vol. 5. pps. 152-160. 

2 MEGAWATT PULSER 

Output 30 kv at 70 amp. Duty cycle .001. Rep rates: 
1 microsec 600 pps, 1 or 2 msec 300 pps. Uses 5948 
hydrogen thvratron. Input 120/208 VAC 60 cycle. 
Mfr. GE. Complete with high voltage power supply. 

MIT MODEL 3 PULSER 

Output: 144 kw (12 kv at 12 amp.) Duty ratio: .001 
max. Pulse duration: .5. 1 and 2 microeec. Input: 
115 v 400 to 2000 cps and 24 vdc. $325 ea. Full 
desc. Vol. 5. MIT Rad. Lab. series, pg. 140. 

250KW HARD TUBE PULSER 

Output 16 kv 16 amp. duty cycle .002. Pulses can be 
coded. Uses 5D21. 715C or 4PR60A. Input 115 v 60 
cycle ac. incl. H.V. pwr supply $1200 ea. 

5949 THYRATRON AGING RACK 

Compl. Chatham Electronics Console incl. 15 kv 
power supply & PFN’s. $1800. 


MICROWAVE SYSTEMS 


E-4 FIRE CONTROL SYSTEM 

Hughes Aircraft X Band. Complete. In stock. 

C-BAND RADAR 

250 KW output, C-band. PPI indicator. 5C22 thyra- 
tron modulator. Antenna hi gain parabolio section. 
Input 115 volts 60 cycle AC, complete $2750.00. 

300 TO 2400MC RF PKG. 

300 to 2400 MC CW. Tuneable. Transmitter 10 to 30 
Watts. Output. As new $475. 

500KW "L" BAND RADAR 

500 kw 1220-1359 mcs. 160 nautical mile search range 
P.P.I. and A Scopes. MTI. thyratron mod. 5J26 
magnetron. Complete system. 

PHILCO MICROWAVE LINKS 

C Band Microwave Link terminal bays and re¬ 
peater bays in stock. New $1500 each or $2500 per pr. 

100—800MC. CW SOURCE 

150 watts CW nominal output 115 V 60 Cy AC input. 
$1600. 

100KW 3CM. RADAR 

Complete 100 kw output airborne system with AMTI. 
5C22 thyr. mod. 4.152 magnetron, PPI. 360 deg az 
sweep. 60 deg. elev. sweep, gyro stabilizer, hi-gain 
revr. Complete with all plugs and cables. 

M-33 AUTO-TRACK RADAR SYSTEM 

X band with plotting board, automatic range track¬ 
ing. etc. Complete with 1 megawatt acq. radar. 


INFRARED SOURCES 

Collimated radiation simulator and transistorized 
temp, controller. Temp, range, 200-600 degree C. 
Absolute Accuracy ±3 degree C. Type AN/USM. 
$1975 New. 


3KW RCA PHONE & TELEG XMTR 

2—30 MC. 10 Autotone channels plus MO. Input 220 

vac. 50/60 cycles. 


P 

H 

Radio-Research 
Instrument Co. 

650 6th Ave. New York 36.N.Y 

Tel. JUdson 6 4691 
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AN/GPG-1 
SKYSWEEP TRACKER 

3 cm. automatic tracking 
radar system. Complete 
package with indicator 
system. Full target ac¬ 
quisition and automatic 
tracking. Input 115 volts 
60 cycle. New. In stock 
for Immediate delivery. 
Entire System 6' long. 3' 
wide. 10' high. Ideal for 
infrared Tracker. Drone 
Tracker. Missile. Tracker, 
R. & D. 


SYNCHROS • GENERATORS 
INVERTORS • SERVOS 


23TR6 Torque Receiver $32.50 

23TX6 Torque Transmitter 32.50 

23CX6 Control Transmitter 32.50 

1 F Motor 115/90 V. 60 Cy 24.95 
1 G Generator 115 V. 60 Cy 24.95 
1 HDG Differential Gen 24.95 


5 G Navy Ord. Size 115 V. 60 Cy. 24.95 

5 F Navy Ord. Size 115 V. 60 Cy. 24.95 

6 G Navy Ord. Size 115 V. 60 Cy. 29.50 

7 G Navy Ord. Size 115 V. 60 Cy. 39.50 
Bendix Invertor E-1617-1, 24V. Input, 

115V. 400 Cy. 3 Ph. s50 V.A. Out¬ 
put 25.00 

Jack-Heintz Invertor E-1617-1, 24V. 
Input Output 115/230 V. 1/3 Ph. 
400 Cy. 2250 V.A. . 75.00 

General Electric E-1823- 120/208 V. 

400 Cy. Generator 60 KVA 250.00 
Jack-Heintz Invertor E-1725-1 24V. 
Input, Output 115/230 V. 1/3 Ph. 


400 Cy. 2250 V.A. 75.00 

Westinghouse, Generator 120/208 V. 

3 Ph. 400 Cy. 75.00 

Pioneer Instrument Invertor 12123-1A 
Input 24 V. Output 115 V. 3 Ph. 
400 Cy. 25.00 

Elinco Generator PM2 18.95 

Dei hi FPE49-7 Servo Motor 

& Tach. 29.95 

Deihl PM Motor 27.5 VDC 4.95 


AC MOTORS • DC MOTORS 
FANS-BLOWERS • RESOLVERS 
GEARED MOTORS • ACTUATORS 

LARGE STOCK OF ROTATING DEVICES 
All Items F.O.B. Oakland 
Send for Free Catalog 
(On Company Letterhead, Please) 

ELECTRO GADGET SUPPLY 

Doolittle & Langley Streets 
Oakland Airport Oakland, Calif. 

Phone 562 6641 

CIRCLE 956 ON READER SERVICE CARD 


SEMICONDUCTORS 

MAJOR BRANDS | 

INTERGRATED CIRCUITS • DIF. AMPS DAR- 
LINGTONS • POWER DIODES & TRANSISTORS 
• SPECIAL DEVICES 

Write for Catalog 5-1 
SEMICONDUCTOR SALES OF CALIF. 
1063 Perry Annex Whittier, Calif. 

(213) 696-7544 
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TUBES & COMPONENT 


FREE. ..CATALOG 


BARRY ELECTRONICS 


512 BROADWAY 
NEW YORK 12, N.Y. 


212-WAIker 5-7000 
TWX-571-0484 
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FREE CATALOG! 


1 


NEARLY 4,000 BOYS 
FOR INDUSTRY 


r 


OPTICS! SCIENCE! MATH! 

GIANT 148 PAGES 

Many on-the-job helps . . . Quality Control Aids! Write for this completely new, 
1965 Catalog. New items, new categories, new illustrations. 148 easy-to-read 
pages packed with hundreds of charts, diagrams, illustrations. A treasure-house 
of optical and scientific information . . . unusual bargains galore. Optics for 
industry, research labs, design engineers, experimenters, hobbyists! Instruments 
for checking, measuring—to speed work, improve quality, cut production costs. 
We give you facts: what if is—how it works—where it's used! 

COMPARATORS, MAGNIFIERS, MICROSCOPES 

Hard-to-get war surplus bargains—ingenious scientific tools—imported—domestic. 
Thousands of components: lenses, prisms, wedges, mirrors, mounts—accessories 
of all descriptions. Dozens of instruments: magnifiers, stereo microscopes, tele¬ 
scopes, binoculars, infra- __ 

red equipment, photo at¬ 
tachments. Shop by mail. 

No salesman will call. Use 
the Catalog of America's 
greatest Optics — Science 
—Math Mart. Known for 
reliability. Mail coupon 
below for catalog "EX". 

No obligation. 

EDMUND SCIENTIFIC CO. 

Barrington, N. J. 


MAIL COUPON FOR FREE CATALOG • EX '! 


EDMUND SCIENTIFIC CO., Barrington, N. J. 
Please send FREE Giant 148-page Catalog 'EX' 

NAME . 


I 


ADDRESS 


CITY 


ZONE.STATE. 
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New Literature 


Chopper-relay. Solid State Electronics 
Corp., 15321 Rayen St. t Sepulveda, 
Calif., 91343, has available a four-page 
folder on the Model 98 silicon transistor 
chopper-relay. 

Circle 461 on reader service card 

Motor driven potentiometer. The A.W. 
Haydon Co., 232 North Elm St., Water- 
bury, Conn., 06720. Production News¬ 
letter No. 113 gives facts on a revers¬ 
ible potentiometer drive featuring a vis¬ 
ual indication of pot position within one 
part in a thousand on a three-digit 
counter. [462] 

Operational amplifiers. Analog devices, 
Inc., Fifth St., Cambridge, Mass. Speci¬ 
fication sheets are available on a new 
line of operational d-c amplifiers. [463] 

Precision pot testing. Amphenol Con¬ 
trols Div. of The Amphenol Corp., 120 
S. Main St., Janesville, Wis., announces 
a 52-page manual on standard wire- 
wound precision potentiometer inspec¬ 
tion and testing procedures [464] 

D-C supplies. Dressen-Barnes Elec¬ 
tronics Corp., 250 N. Vinedo Ave., 
Pasadena, Calif. Bulletin E-65 illustrates 
various multiple-output d-c power sup¬ 
plies, discusses how and when to spec¬ 
ify and gives applications form for de¬ 
termining prices and delivery. [465] 

Silicon semiconductor reliability. Fair- 
child Semiconductor, 313 Fairchild 
Drive, Mountain View, Cal'f., 94041. A 
32-page illustrated presentation details 
steps taken in the manufacture of sili¬ 
con semiconductor devices to assure 
their reliability. [466] 

Flash tubes for laser stimulation. Xenon 
Corp., 10 Wheeler Court, Watertown, 
Mass. A four-page brochure includes 
technical specifications and ordering 
data describing a line of linear, high- 
energy flash tubes for laser applica¬ 
tions. [467] 

A-C planetary gearmotors. Globe In¬ 
dustries, Inc., 2275 Stanley Ave., 
Dayton, Ohio, 45404. Brochure B-2082 
valuable design aids for users of minia¬ 
ture gear reduced motors. [468] 

Resistor bobbins. Plasmetex Industries, 
8217 Lankershim Blvd., N. Hollywood, 
Calif., 91605 has issued a catalog 
sheet on its standard line of resistor 
bobbins with molded-in leads. [469] 

Frequency bands. Electronic Specialty 
Co., 4561 Colorado Blvd., Los Angeles, 
Calif., 90039. A wallet-size card listing 
microwave frequencies from P- to V- 
band and letter-frequency combinations 
from vlf to ehf is available. The card 
also contains a chart with the joint 
Army-Navy (AN) method of designating 
systems and equipment. [470] 



Instrumentation. John Fluke Mfg. Co., 
P.O. Box 7428, Seattle, Wash., 98133. 
A wide line of test, measurement and 
calibration instruments is described in 
the 1965 catalog. [471] 

Superconducting magnets. Westing- 
house Cryogenic Systems Dept., P.O. 
Box 8606, Pittsburgh, Pa., 15221. An 
application guide for superconducting 
magnets is now available in booklet 
form. [472] 

Multiplexers. Scientific Data Svstems, 
1649 Seventeenth St., Santa Monica, 
Calif. An eight-page illustrated brochure 
covers a line of high-speed, solid state 
multiplexers. [473] 

Power tube accessory parts. Westing- 
house Electronic Tube Division, Box 
284. Elmira, N.Y. A complete listing of 
a new line of accessory parts for special 
purpose power tubes may be obtained 
by writing on company letterhead sta¬ 
tionery. 

Epoxy-polyamide coating. Columbia 
Technical Corp., 24-30 Brooklyn-Queens 
Expressway West. Woo^side, N.Y., 
11377, offers a data sheet on a new 
two-component, epoxy-polvamide coat¬ 
ing having a 24-hour pot life for use in 
weapon systems. [474] 

Environmental test equipment. Associ¬ 
ated Testing Laboratories, Inc., 200 
Route 46, Wayne, N.J. Catalog M-4 
contains a multitude of equipment 
photographs, technical specifications, 
and prices for Econ-O-Lab chambers 
and accessories. [475] 

Ferrite pot core inductors. Ferroxcube 
Corp. of America, Saugerties, N.Y. Bul¬ 
letin 220 is a 24-page manual entitled 
“How to Design Optimum Inductors 
with Ferroxcube Ferrite Pot Cores for 
Filters, Delay Lines. Networks and 
Tuned Circuits/' [476] 

Ceramic variable capacitors. JFD Elec¬ 
tronics Corp., 15th Ave. at 62nd St., 
Brooklyn, N.Y., 11219. Micromodule 
ceramic variable capacitors are de¬ 
scribed in the new two-page bulletin 
MT-65-1. [477] 

Laser metalworking. Applied Lasers, 
Inc., 72 Maple St., Stoneham, Mass., 
02180, has announced availability of a 
technical application note entitled 
“Laser Metalworking Techniques and 
Equipment." [478] 

Microwave packaged devices. The Elec¬ 
tronic Components and Devices division 
of the Radio Corp. of America, at Har¬ 
rison, N.J., has published an illustrated 
booklet, MWD-105, on its custom-de¬ 
signed, solid-state microwave packaged 
devices. To obtain a copy, write directly 
to the company. 



CDS-5 (To-5) 


reliable 



CDS-7 


top 

performance 



CDS-9 

POWERMASTER 

PHOTOCELLS 


Outstanding construction and design of 
Pioneer Photocells assure long-life and 
top performance. New heavy base (.080) 
allows compression glass to metal seal 
on leads, and eliminates danger of air 
leakage and cell deterioration. 

Available in one inch, half inch and To-5 
sizes over a wide sensitivity range. 

Consult us on special applications of 
photo sensitive layers. 


Photocells pictured are actual size. 

The Pioneer 
Electric & Research Corp. 

HI 


Subsidiary of IM3IUIAJ Controls, Inc. 
743 Circle Avenue • Forest Park, III. 
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Telonic RF and Microwave devices are engineered and built 
to perform well within their specified ratings while providing 
a new level of product dependability. Materials and assembly, 
as well as design considerations, reflect the quality-conscious 
attitude that has made Telonic microwave products the choice 
of engineers worldwide. 

In addition to a highly qualified staff of engineers, Telonic 
also maintains its own digital computer laboratory to expe¬ 
dite designs and to assure performance as specified. Many 
products, in fact, are available on a convenient 72-hour Jet- 
order delivery schedule. 


TBP, TBA, and TBC series available in 2 to 6-section models 
with center frequencies from 30Mc to 2.5Gc and pass band 
widths ranging from 2 to 30%. 


Available in TLP, TLA, TLC, TLR and TLS series in 1 to 8 pi 
sections with cut-off frequencies from 30Mc to 3Gc. 


The TCF, TCA, TSF and TIF series have center frequencies 
ranging from 30Mc to 6Gc and low VSWR and loss constants. 


The model TTF is available in a 5% series and a telemetry 
series, covers 50Mc to 3Gc, and is equipped with a direct 
reading pre-calibrated dial. Model TTA is a miniature type, 
covering frequencies to 4Gc. 


TTM multipliers are available in two models covering .50 to 
.85Gc and .6 to l.OGc (inputs). Wide band frequency doublers, 
they are equipped with individually calibrated dials. 


The model TOP tunes over a range of 2:1 from 50 to 750Mc. 
Minimum oscillator output is 10 mw, and can be tracked for 
any standard I.F. frequency. 


Determining VSWR by reflection coefficient, the TRB series 
comes in 5 models covering lMc to 4Gc. 




Including Matched and Mismatched types, the TRM series is 
designed for general purpose loading and terminating appli¬ 
cations. 


TMS-1 Generator adds Birdy-type markers every 5, 10, 
lOOMc to signal trace. Push-button operated, it covers 
to 12.4Gc. 


Division of Telonic Industries, Inc 

480 Mermaid Street, 

Laguna Beach, California 92651 
Tel: (714) HY 4-7581 
TWX 714 673-1120 


*g| MICROWAVE 

FILTERS-COMPONENTS-INSTRUMENTS 


C. CAVITY, RESONANT and INTERDIGITAt BAND 
PASS FILTERS 


D. TUNABLE BAND PASS FILTERS 


E. TUNABLE VARACTOR MULTIPLIERS 


F. TUNABLE OSCILLATOR PRESELECTOR 


G. RHO-TECTOR VSWR DETECTOR 


J. MICROWAVE MARKER GENERATOR 
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Electronics Abroad 


Europe 


All together now 

A meter is a meter in Paris or 
Prague, but this product of 18th 
century Enlightenment has by no 
means become a model for other 
European standards. Women trav¬ 
elers are familiar with the changes 
in voltage and plug size that make 
a versatile travel iron necessary if 
they are going to cross any borders. 
Such basic national differences are 
reflected in varying manufacturing 
standards. The larger electronics 
companies—particularly those of 
international scope—are beginning 
to realize that they need true in¬ 
ternational standards to match Eu¬ 
rope's growing economic integra¬ 
tion. 

A simple table radio can illus¬ 
trate the difficulty. The radio is 
made by several dozen branches 
or subsidiaries of the Dutch Philips 
Gloeilampenfabrieken N.V. in 11 
different countries. Components 
such as plugs, tubes, switches, re¬ 
sistors and transformers are thus 
guided by 11 different standards. 

In addition, there are differing 
standards for performance param¬ 
eters. For instance, all governments 
have radiation regulations—and 
they are all different. In some coun¬ 
tries, radio tuners must have an 
oscillator frequency higher than 
the transmitting frequency, while 
in others it must be lower. Some 
countries require that every item 
of electrical apparatus be tested 
and approved, and carry a safety 
mark. All of these marks are dif¬ 
ferent. 

Variable voltage. The heart of 
the matter is the voltage, which 
varies from 110 v to 250 v through¬ 
out the continent and is responsible 
for the 10 different types of the 
ordinary light bulb made in Europe 
today. There are two different volt¬ 
ages used in Italy alone. Wall plugs 


change size, shape and construc¬ 
tion at every border, though a re¬ 
cently developed “Europlug” seems 
to be making headway. Power and 
plug variations have led to a lack 
of uniformity in color codes for the 
leads. There is not even a truly 
international system of instruction 
symbols. 

On another front, the use of 
three different black and white tele¬ 
vision systems—625. 405, and 819 
lines—provides endless headaches 
for set manufacturers who rely on 
export markets. If Europe splits on 
the question of a color tv system, 
as now seems likely, the confusion 
will be compounded. 

Many companies are unwilling 


2.541 cm of progress 

It won't be quite the same when purists 
have to say “Give him 2.541 centi¬ 
meters and he'll take 1.6 kilometers," 
or “all wool and 91.44 centimeters 
wide," but the British are nonetheless 
going to abandon their traditional 
weights and measures for the metric 
system. Plans calls for a switchover to 
meters, liters and grams by 1975. 

The effect on the drive for consistent 
European standards will not be great, 
however, since industry has been used 
to the metric system for some time. And 
unless the United States can be per¬ 
suaded to make the switch too, the inch 
is likely to be around for a long while. 


to make the minor sacrifices which 
would be demanded by interna¬ 
tional standards, since they do not 
want to change product lines, 
modify manufacturing equipment, 
or otherwise interfere with produc¬ 
tion, marketing, and servicing poli¬ 
cies. But some companies and in¬ 
dustrial associations are not only 
willing to set standards; they have 
already taken a small step toward 
that goal. 

About a year ago, the European 
Committee for Passive Electronic 
Elements set out to standardize the 
most basic elements. A general 


agreement on the dimensions of 
electrolytic capacitors end cups has 
been reached, and most manufac¬ 
turers are ready to adhere to it. 
Germany’s Telefunken A.G. says 
its production lines have already 
been adapted to the standard. Wire 
dimensions for condensers and 
other passive elements are now un¬ 
der discussion. 

Germany leads. Germany is the 
leader in the standardization drive. 
That country and France, the con¬ 
tinent’s two largest electronics 
producers, recently joined to stand¬ 
ardize condensers, resistors, po¬ 
tentiometers, tubes, transistors, and 
printed circuit boards, and both 
sides have shown interest in uni¬ 
fying test standards, a heretofore 
neglected area. 

The Germans do not want to 
establish purely Common Market 
standards, for to do so would only 
emphasize the split between that 
group and the seven European Free 
Trade Association nations. A Eu¬ 
ropean Standards Coordination 
Committee is trying to bridge the 
gap between the Common Market 
and EFTA. 

Even the Germans, however, are 
split on the need for standards. 
The reason is that there are two 
breeds of electronics companies— 
those which sell extensively to Eng¬ 
land and the United States and 
those which don’t. The German 
subsidiaries of companies like 
Philips must adjust their manu¬ 
facturing and design policies to 
take into account nations using 
English measure as well as the 
metric scale. Companies like Sie¬ 
mens & Halske A.G. and Tele¬ 
funken, which export less, need not. 

Big inch. An example of the con¬ 
flict is the simple printed circuit 
board, or plate. Philips spaces its 
wire holes on a 2.541-cm, or one- 
inch, scale, with 1/10-inch incre¬ 
ments. German component pro¬ 
ducers base their boards on a 
2.500-cm scale and can’t see why 
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they should change. The difference 
of 0.041 cm is important for con¬ 
necting wires 0.5 to 0.7 mm in 
diameter. The conflict may be re¬ 
solved by the International Electro- 
Technical Commission, which has 
adopted the inch scale over Ger¬ 
man protests. 

But the only real solution will 
come from the companies them¬ 
selves; once they become con¬ 
vinced of the wisdom of interna¬ 
tional standards, talk will rapidly 
be turned into action. 


England 


Multistable cores 

A new cobalt ferrous ferrite ma¬ 
terial, under development at the 
Standard Telecommunications Lab¬ 
oratories in Harlow, shows unusual 
magnetic characteristics that open 
up new possibilities for controllable 
multistable magnetic logic devices. 
It may also find uses later in com¬ 
puter stores. 

A byproduct of a development 
program aimed at finding low- 
power fast-switching ferrite mate¬ 
rials for core stores, the new mate¬ 
rial has a "reentrant” hysteresis 
loop, shown in the photograph at 
the right above. The loop differs 
from the normal in having hori¬ 
zontal spikes at all four corners. 
The new material's big advantage 
over conventional ferrite cores is 
that it is completely bistable; only 
two stable states can occur, with 
no minor loops. 

In conventional ferrites used for 
computer stores, the ideal hys¬ 
teresis loop obtained by plotting 
the magnetic flux (B) against the 
magnetomotive force (H) is nearly 
square. The two saturated states 
into which the material is driven 
by the energizing field are used to 
denote binary one and zero condi¬ 
tions in the store. To write informa¬ 
tion into the core, a current pulse 
is applied to a winding that passes 
through the core. The pulse's am¬ 
plitude is sufficient to saturate the 
ferrite, which remains in this con¬ 



Cathode-ray-tube tracing shows how 
the size and shape of the hysteresis 
loop varies in conventional ferrite 
cores as the energizing field 
increases (top to bottom). 

dition until a pulse of sufficient 
amplitude occurs in the reverse 
direction and drives it into the 
other stable state. The minimum 
value of magnetomotive force re¬ 
quired to switch the core is less 
than the core's coercive force, the 
force required to cancel out any 
flux remaining in the core when 
the initial field has been removed. 

Minor loops. In conventional 
cores, minor loops are a problem. 
Because the loop's changeover path 
is not truly vertical between the 
two saturable states, any energiz¬ 
ing force that lies between the 
minimum switching value and the 
saturation value will cause the core 
to switch in a minor hysteresis 
loop. After such an energizing 
pulse, the core, instead of taking up 
a saturated value, takes up an inter¬ 
mediate value dependent on the 
amplitude of the energizing pulse. 
When this value is read out, the 
variation can cause erroneous out¬ 
puts in a computer system. 

The picture of the cathode-ray- 
tube trace at left shows how the 
hysteresis loop forms are altered 
for different values of energizing 
fields. In such a system, deteriora¬ 
tion of the drive pulses below the 
saturation value fail to give clearly 
defined binary states. 

Triggering force. The material 
developed by STL, the research 
group for Standard Telephones 
and Cables, Ltd. (a subsidiary of 



With new cores, the hysteresis loop 
has a constant shape once the 
threshold field is exceeded. 

Threshold is determined by 
value of horizontal soikes. 

the International Telephone and 
Telegraph Corp.) eliminates this 
problem. Switching between the 
stable states in its reentrant hys¬ 
teresis loop depends not on the 
material’s coercive force but on a 
larger nucleating, or triggering 
force, whose value is determined 
by the length of the horizontal 
spikes at the corners of the hys¬ 
teresis loop. As long as the ener¬ 
gizing field exceeds this value, the 
core switches from one state to 
another. Field values less than the 
nucleating value have no effect on 
the core's state. Thus, erroneous 
switching due to noise or reduced 
amplitude pulses is prevented. 

The crt traces at right show how, 
in a reentrant hysteresis-loop mate¬ 
rial, the loop is either absent or 
formed. There are no intermediate 
states while the field is being in¬ 
creased. The ratio of this nucleat¬ 
ing force to the normal coercive 
force is 4 to 3. 

Multiple states. An annealing 
technique has been found that pro¬ 
duces other stable states within 
the hysteresis curve. Tristable hys¬ 
teresis loops have been produced 
with the additional horizontal 
spikes inserted in the vertical sec¬ 
tions of the loop. As the core is 
triggered, it takes up an intermedi¬ 
ate stable position. Theoretically, 
according to STL's development 
team, there is no limit to the num¬ 
ber of states that can be inserted. 
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1C price reductions 

Bucking Texas Instruments Ltd. 
and Motorola, which claim the ma¬ 
jority of the British market for IC 
devices, SGS-Fairchild Ltd. an¬ 
nounced price cuts ranging from 
10% to 60% on its line of inte¬ 
grated circuits. Fairchild says it 
made the cuts because it wants to 
encourage the expansion of IC ap¬ 
plications and because it has 
achieved greater manufacturing ef¬ 
ficiency. 

Whether Fairchild is setting or 
following a trend is unclear; IC 
prices in the U.K. have been mov¬ 
ing steadily downward over the 
last year. A Texas Instruments of¬ 
ficial claims that current TI prices 
for some devices are already below 
the new levels announced by Fair- 
child. From another IC manufac¬ 
turer comes the word that pub¬ 
lished prices cannot be taken as 
the last word since final prices of¬ 
ten depend on hard bargaining be¬ 
tween supplier and user. 

An official of the parent Texas 
Instruments Incorporated in Dallas 
said that while TI will meet any 
price competition, he knew of no 
activity in England that would re¬ 
quire his firm to cut prices. Usually, 
he said, such price cuts are an¬ 
nounced “after the fact”—that is, 
after a supplier has negotiated an 
order for lovver-than-list prices. 

Fairchild's biggest cuts are in its 
range of digital micrologic ele¬ 
ments. A four-input resistor-tran¬ 
sistor gate element is down from 
$22.54 to $11.76. Analog integrated 
circuit amplifiers are also being 
cut by as much as 20%. 


Canada 


Tariff cuts? 

Suggestions that the recent United 
States-Canada trade agreement on 
auto parts might be extended to 
the electronics industry are worry¬ 
ing some manufacturers north of 
the border. They aren’t ready for 
the government’s apparent readi¬ 


ness to abandon the “infant indus¬ 
try” concept, the chief justification 
for Canadian protective tariffs. 

Nevertheless, Department of In¬ 
dustry officials from Ottawa will at¬ 
tend the annual meeting of the 
Electronic Industries Association of 
Canada this week to detail the ar¬ 
rangements negotiated for the auto¬ 
mobile industry and to outline how 
a similar agreement in electronics 
could help correct a continuing 
trade imbalance in that industry. 

Canada dropped its 17.5% tariff 
on U. S. cars and trucks and the 
25% tax on parts in January, when 
the agreement was signed. When 
Congress approves it, the U. S. will 
end its tariff of 6.5% to 8.5% on 
Canadian auto products, retroactive 
to January. 

Despite the fact that the U. S. 
taxes Canadian electronics imports 
at only 12%% while Canada 
charges 20%, the flow of products 
northward is valued at $120 mil¬ 
lion yearly, while the flow south¬ 
ward is only $28 million. 

Ill wind. Electronics producers 
got an idea of which way the wind 
was blowing in April when the 
Tariff Board turned down their rec¬ 
ommendations, made through the 
EIA, to set electronics tariff rates 
at 15% British preferential and 20% 
most favored nation. The board in¬ 
stead recommended letting in radio 
and television receivers originating 
in the British Commonwealth duty¬ 
free, and cutting tariffs for other 
countries from 20% to 15%. 

The manufacturers concede pri¬ 
vately that the only way to correct 
their trade imbalance is by increas¬ 
ing exports. But they don’t think 
that freer trade is the answer. Ca¬ 
nadian products are just not com¬ 


petitive in world markets; even if 
tariff walls to the U. S. were down, 
and manufacturing costs compar¬ 
able, suppliers without a sales or¬ 
ganization in the U. S. would be at 
a severe disadvantage. 

Some companies, such as Canad¬ 
ian General Electric and Canadian 
Westinghouse, could exploit rela¬ 
tionships with U. S. firms. Others, 
such as Canadian Marconi, North¬ 
ern Electric and Philips Electron¬ 
ics, would face tough competition. 

Canada is in something of an in¬ 
ternational squeeze when it comes 
to cutting tariffs. Successful con¬ 
clusion of the Kennedy round of 
trade talks under the General 
Agreement on Tariffs and Trade 
(GATT) would make its producers 
more vulnerable to world competi¬ 
tion; but a bilateral agreement with 
the United States might not sit well 
with other GATT countries. 


Denmark 


Well stacked 

Any new system for packaging con¬ 
ventional components has a hard 
time gaining acceptance, especially 
when bucking the trend towards 
microcircuits. But engineers in 
Denmark and Britain have come 
up with a production application 
for one special assembly method, 
known as Ministac. 

The component stack, only two 
inches long and % inch square, was 
designed three years ago by Stand¬ 
ard Telephones and Cables Ltd. of 
London, an affiliate of International 
Telephone and Telegraph. It is now 



Ministac perched on a telephone receiver. Five of these components stacks 
are packaged in a Danish transceiver that weighs only two pounds. 
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LEFT 

OVER 

BUDGET 

FUNDS? 

USE IT FOR 

SINGLE CRYSTALS 

AND 

GAS LASER SYSTEM 
ACCESSORIES 

SPECIAL OFFERS 
GOOD TILL JULY 15 


CONFOCAL MIRRORS 

Flats of Hemispherical 
Mode Sets $198/pr. 


BREWSTER ANGLE 
DISCHARGE TUBES 

Filled, tested, ready 
for operation $225 


Above Tubes and Mirrors 
Ordered together $399 


CALCIUM TUNGSTATE 

doped with Neodymium 

Laser Rod 

Continuous Operation 
at room temperature 
3 mm dia x 1-2” long 

$450 

i/ 4 ” dia. x 1-2” long 

$650 


Also: 

MLO Single Crystal 
Substrates 

Metal Single Crystals 
Spinel Single Crystals 

FOR COMPLETE LITERATURE 
WRITE DEPT. E-6 

emi-elements, inc. 

Saxonburg Boulevard, 
Saxonburg, Pa. 

Phone: 412-352-1548 



being incorporated into a portable 
transceiver built by Standard Elec¬ 
tric A/S of Denmark. 

The Ministac approach reduced 
the size of the 10-channel trans¬ 
ceiver to one-fifth that of previous 
equipment and cut the weight to 
about two pounds. Conventional 
printed board assemblies, Standard 
Electric says, are three times the 
size of the Ministac. 

Both sides of the law. The com¬ 
pany is so proud of its portable 
radio-telephone that it advertises 
it, deadpan, as an ideal device 
both for customs agents—and 
smugglers. 

The completed Ministacs have 
conventional components mounted 
between a pair of parallel metal 
strips in a plastic sandwich. The 
wiring pattern and the component 
terminals are produced automati¬ 
cally by a machine which is con¬ 
trolled by punched tape. (Final pro¬ 
duction models are identical to the 
prototype assemblies.) The nickel- 
silver strip has a special pattern of 
punched apertures to form the re¬ 
quired connection pattern. Since 
the components are quite acces¬ 
sible, the stacks are extremely easy 
to repair. 


Scotland 


Traffic lab 

Compared with his counterpart in 
New York or Tokyo, the motorist 
in Glasgow has relatively few traf¬ 
fic problems. Still, the Scottish city 
of 1.8 million will test not one but 
four computerized traffic control 
systems. It’s an experiment being 
conducted jointly by the city and 
the British Road Research Labora¬ 
tory, an arm of the Ministry of 
Transport. 

The chief interest in the Glasgow 
method is not in any actual system, 
but in the approach. Most cities 
contemplating computerized traffic 
control model their systems on one 
existing elsewhere. But problems 
differ from place to place, and what 
works in one city may fail in an¬ 
other. Testing a system on the very 


streets it is intended to serve may 
help avoid failure. 

The tests will take two years to 
organize and three more years to 
carry out, and will cost $1.4 mil¬ 
lion. The Ministry of Transport 
plans a similar experiment for Lon¬ 
don; it sent experts to New York, 
Detroit, Los Angeles, Toronto, 
Frankfurt, Duesseldorf and Stock¬ 
holm before proposing the Glas¬ 
gow program. 

Versatile computer. Specifica¬ 
tions are now being drafted for the 
one digital computer that will oper¬ 
ate all four methods. The computer 
will receive traffic information from 
70 signal controllers. It will decide 
the best moment to turn any light 
green. 

Glasgow already has a system of 
treadles in the road to actuate traf¬ 
fic lights. The experiment will also 
evaluate methods, such as digital 
and analog control of fixed-time 
linked systems, used in or contem¬ 
plated by Washington, Baltimore, 
and Cologne, Germany. In some 
systems, the program is varied ac¬ 
cording to the season and the time 
of day; in others, real-time meas¬ 
urement of actual conditions deter¬ 
mines traffic flow. 

The main part of the experiment 
will use existing traffic detectors, 
but magnetic-loop detectors will be 
installed at some signals. More 
than 15 will have long detectors, 
traffic loops extending back to the 
stop line of the previous junction, 
to count the vehicles in the block 
between the lights. 

As in most traffic control systems, 
chaos insurance will be built in. 
Should the computer or any of the 
links fail, the traffic lights will go 
back to their normal operating 
pattern. 


Japan 


Better resolution 

The resolving power of an electron 
microscope is limited by the wave¬ 
length of the illuminating radiation 
—in this case an electron beam— 
just as an optical microscope is 
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limited by the wavelength of the 
"ight it uses. Hitachi Ltd. of Tokyo 
has built an electron microscope 
that discerns intervals between ob¬ 
jects only 1.94 angstroms apart— 
far better than any resolution pre¬ 
viously achieved. 

Hitachi experimented with pal¬ 
ladium crystals and used an ac¬ 
celerating field of 100 kilovolts in 
conjunction with the electron lens 
assembly to produce a beam with 
a wavelength of 0.037 angstroms. 
Engineers could clearly discern the 
intervals in the lattice structure of 
the crystal. 

Like other electron microscopes, 
the Hitachi device accelerates the 
beam, focuses it, and transmits it 
through a specimen before visual 
display. Earlier microscopes used 
a field of 50 kv to achieve a beam 
with a wavelength of 0.05 ang¬ 
strom, but practical difficulties such 
as chromatic aberration, astig¬ 
matism in the lens assembly, and 
temperature variations of the speci¬ 
men made it impossible to achieve 
the theoretical limits for electron 
beams of either wavelength. 

Smaller and smaller. Optical mi¬ 
croscopes, even using ultraviolet 
light under optimum conditions, 
have a resolution of about 1,700 
angstroms. Resolution for normal 
electron microscopes is about 10 
angstroms; last year, Hitachi ob¬ 
tained pictures of gold monocrys- 
tallic film specimens with resolu¬ 
tions of 2.35 and 2.04 angstroms. 
The company’s engineers used 
three techniques to improve on 
that figure. 

Stabilization of the power supply 
to within 2 to 5 parts per million 
reduced chromatic aberration to 
negligible proportions. Astigmatism 
errors, caused by mechanical er¬ 
rors in the pole pieces of the mag¬ 
netic lens assembly, were reduced 
by special manufacturing methods 
resulting in a hole for the electron 
beam within the pole piece ac¬ 
curate to better than one micron. 
Constant-temperature water cool¬ 
ing around the specimen holder 
reduced the thermal drift, which 
can cause a 1-angstrom displace¬ 
ment in the specimen position for 
each ten-thousandth of a degree 
centigrade change in specimen 
temperature. 



Press Brake Problems 
Disappear with Di-Acro 


Your press brakes are too big an investment to have them 
miss the mark. Especially when Di-Acro can stay on target 
for you with such high accuracy, speed and safety. All sizes 
from an 8-ton hand unit to a 35-ton hydraulic powered unit 
with stroke adjustment, speed control, dual speed operating 
cycle and other features you can’t buy elsewhere. See your 
distributor or write us. 




DI-ACRO 

A Division of Houdaille Industries , Inc. 

456 Eighth Ave., Lake City, Minn. 55041 
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ANOTHER UNIQUE INSTRUMENT FROM ROHDE & SCHWARZ 



TO 


30 me 

Selective Uicroveltmeter 


DELIVERY FROM STOCK 



Measured i.f. selectivity characteristic. 
Bandwidth 500 cps. 


Unique Features 

• Extremely wide frequency range: 10 kc to 30 mt. 

• Fine frequency adjustment: =±=2.5 kc. 

• Bandwidth, selectable: 500 cps and 5 kc. 

• Full-scale deflections, 1 /xv to 1 v. 

• Six input impedances from 50 ft to 500 kO available. 

Here is a highly sensitive superheterodyne receiver whose output 
voltage is indicated by a diode voltmeter. A switch permits selection 
of any of the conventional input impedances. Single frequency 
changing is used for input frequencies from 10 to 1000 kc, double 
frequency changing for 1 to 30 me, the bandwidth being 5 kc 
in both cases. Additional frequency conversion takes place in 500-cps 
narrow-band operation. 

The local oscillator can be varied in frequency by ±2.5 kc and thus 
permit shifting of the 500 cps pass band over the 5 kc bandwidth 
present up to this frequency conversion. 

The meter is calibrated in volts and decibels, and features an addi¬ 
tional expanded scale with a relative calibration from 0.7 to 1. A 
head-phone output provides aural monitoring. A built-in calibration 
oscillator permits checking and adjustment. The power supply is 
electronically regulated for greater stability with regard to gain and 
frequency accuracy. 


Typical Measurement Applications 


• Frequency response on four-terminal 
networks, especially at low 
voltage levels. 

• Frequency response on amplifiers or 
filters within their pass bands. 

• R-f distortion of long-, medium- 
and short-wave transmitters. 


• Modulation depth. 

• Envelope distortion. 

• Inter-channel cross-talk 
attenuation. 

• Signal-generator attenuation* 

• R-f leakage on shields and 
r-f chokes. 


WRITE FOR 
ADDITIONAL 
INFORMATION 



ROHDE & SCHWARZ 

ELECTRONIC MEASURING EQUIPMENT FOR THE UNCOMPROMISING 
111 Lexington Ave., Pa«6aic, N. J. • PRescott 3-8010 


Inquiries outside the U.S.A. should be directed to: Rohde & Schwarz, Muehldorfstrasse 15, Munchen 8, West Germany. 
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M. Watson, Tower Bldg., 1700 Broadway, 

[303] AL 5-2981 

Houston, Texas 77025: Kenneth George, 

2270 Humble Bldg., 

[713] CA 4-8381 

Los Angeles, Calif. 90017: Ashley P. 

Hartman, John G. Zisch, 1125 W. 6th St., 

[213] HU 2-5450 

New York, N. Y. 10036: 

Donald R. Furth [212] 971-3615 
Frank LeBeau [212] 571-3615 
George F. Werner [212] 971-3615 
500 Fifth Avenue 

Philadelphia, Pa. 19103: William J. Boyle. 
Warren H. Gardner, 6 Penn Center Plaza, 

[215] LO 8-6161 

San Francisco, Calif. 94111: 

James T. Hauptli, 255 California Street, 

[415] DO 2-4600 

London Wl: John W. Patten, Edwin S. 

Murphy Jr., 34 Dover Street, 

Hyde Park 1451 

Milan: Ludovico Greco, 1, via 
Baracchini Phone: 86-90-617 

Frankfurt/Main: Gerd Hinske, 85 
Westendstrasse Phone: 77 26 65 and 
77 30 59 

Genva: Michael R. Zeynel, Joseph Wuensch, 

2 Place du Port 244275 

Paris VIII: Denis Jacob, 17 Avenue 
Matignon ALMA-0452 

Tokyo: Nobuyuki Sato 

Shiba, Minato-Ku (502) 0656 

Osaka: Kazutaka, Miura, 163, Umegee-cho, 
Kilta-ku [362] 8771 

Nafioya: International Media Representatives, 
Yamaaishi Bldg., 13, 2-Chome, 

Oike-cno Naka-ku 

Hugh J. Quinn: [212] 971-2335 
Manager Electronics Buyers' Guide 

David M. Tempest: [212] 971-3139 
Promotion manager 

Milton Drake: [212] 971-3485 
Market research manager 

Richard J. Tomlinson: [212] 971-3191 
Business manager 

Theodore R. Geipel: [212] 971-2044 
Production manager 


■ For more information on complete product 
line see advertisement in the latest Elec¬ 
tronics Buyers' Guide 
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These are Optional 
Penmotors for the 
Brush Mark 200 Series 
1707 Recorders 


You should see 
the information 
they give 
...in combination! 


(modern oscillography will never be the same) 


Optional penmotors are the newest of several Brush innovations that change previous notions 
about today’s direct writing recording. The pace-setting Mark 200 now gives you any 
combination of variables... 80mm channels for extreme resolution in absolute measurement... 
40mm channels for coordination of dynamic information . . . "yes-no” information from time- 
codes, relays, actuators, etc. One recorder presents them all .. . in any combination . . .on the same 
chart . . .on a common time base ! The choice is yours! And, a pressurized inking system with 
over 10,000 channels of performance produces traces so accurate and crisp that you can’t mis¬ 
read the signal. True rectilinear motion results from a unique linkage that creates a straight 
line 99.9% accurate. A super-sensor called the Metrisite "polices” the pen position for instant 
self-correction without mechanical restraint. The rule book of oscillography is changed. 
Check Brush for new standards. Your letterhead request will bring the complete story. 
Write Brush Instruments Division, Clevite Corporation, 37th & Perkins, Cleveland, Ohio 44114. 



-brush 


CLEVITE 

INSTRUMENTS DIVISION 


Circle 901 on reader service card 























































































































































"CAGED IN" BY AVAILABLE INPUT POWER? 

Try RCA-A1318 for 5 to 20 Watts Output at 4.5 Gc 


RCA-A1318, with highest known efficiency, is a light¬ 
weight, power Traveling-Wave Tube now available for 
the 3.0 to 4.5 Gc band. It operates with 40% efficiency 
(including heater power) at any CW power level from 
5 to 20 watts. 

Designed for use in airborne, troposcatter, and satel¬ 
lite communications systems, RCA-A1318 is the latest 
RCA developmental device based on the successful TWT 
design approaches used in RELAY and military satellite 
systems. Actual life-tests begun in early 1964 are already 
verifying a projected MTBF of 50,000 hours. 

RCA-A131S is available now on a sampling basis. For 
information on this ruggedly constructed, ceramic-metal 



tube, and other RCA Microwave Devices, see your RCA 
Representative, or write: Manager, Microwave Market¬ 
ing, RCA Electronic Components and Devices, Harrison, 
New Jersey. 


RCA-A1318 TYPICAL CHARACTERISTICS 

Frequency 

3.0—4.5 Gc 

Power output 

5-20 watts 

Gain (sat.) 

40 db 

Noise figure 

23 db 

Efficiency (overall, including heater) 

40% 

Cathode current density 

65-140 ma/cm 2 

Weight 

1.5 lbs. 
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